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THE NAVAL RADIO SERVICE; 



Its Developmknt, Public Service, and Cummercial Work* 

Bt 

Captain W. H. G. Bullard, U.S.N. 

In considoriiifj the naval radio sorvice, it may he well to recall 
that the Navy Depart iiiciit was the first ^ovcniincnt depart- 
ment to interest itself actively in radio matters. It is needless to 
adfl that from the earliest time on, that department has never 
lost its interest in this field. 

In 1899, Mr. Marconi lirought three sets of his apparatus to 
this country for the use of the "New York Herald" in reporting 
the international yacht races for that year between the Sham- 
rock" and the "Columbia." During these trials, the Navy Depart- 
ment directcMl a board of four officers to observe and n'port upon 
the working of the syst(»m. Following the report of this l)oard, 
the department placed two ships and a torpedo boat at the 
disposal of Mr. Marconi for further experiments with a shore 
station established by permission of the Treasury Department 
on the grounds of the Highland Lights, near the entrance to the 
port of New York. This station consisted of an antenna stretched 
from the flag pole near the house of the lighthouse keeper, and 
has the distinction of being the first radio shore station used in 
the United States. Later a commercial shore station wa.s 
erected near the .same spot and its antenna was sui)i>orted l)V a 
wooden mast, 165 feet (50 meters) high, which was destroyed 
by fire in Noveml)er, 1905. A naval shore station was built 
near the same site in 1903, and abandoned in 1906. The three 
vessels: the armored cruiser "New York," the battle.ship 
"Massachusetts," and the torpedo boat "Porter" were the first 
vessels of the United States Navy on which radio apparatus 
was used. 

From this beginning, sprang the extensive system of radio 
shore and ship stations controlled by the Navy Department; 

1 A paper presented before The Institute of Radio Engineers, Wuahingtua 
Section, October 14, 1914. A portion of the subject matter of this addrMS is 

taken from hii articl(> hy tJic author on the "riiitcii States Xavat Ra^lio 
Service" (which has appeared in the Proceedings of the United States Naval 
Institute). 
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which system now includes over 50 shore stations and approxi- 
mately 250 ship stations. 

On the Atlantic Coast starting, from the most northwaid 
station, there follow: 



Portland, Maine. 

Portsmouth (Navy Yard), N. H. 

Hostnti (Cholsea), MasB. 
North Tiuro. Mass. 
Nantucket Lightshij). 
Newport (Naval 8tationj, 11. 1. 
Fire Idand, N. Y. 
New Yoik (Navy Yard). N. Y. 
Philadelphia (Navy Yard), Pa. 
Annnpolis (Naval .\r!i(l('iiiy). Md. 
Washington (Navy Yard), D. C. 



Arlington, Va. 

Norfolk (Navy Yaid), Va. 

Di{>mon(] Shoal Lightship. 
Hj'aufort, \. ('. 
Fryinn I*:in Shoals Lightship. 
Charleston (Navy Yard), S. C. 
St. Augustine, Fla. 
Jupiteir. Fla. 

Key Wost (Naval Station), Fla. 
Pcnsacola (N:ual Station). Fla. 
New Orleans (Naval iStation), La. 



On the west coast, on the Pacific, in the United States proper, 
are seen 

San Diego, Cal. Cape Blanco, Oreg. 

Point Argucllo, Cal. Noith Head, Wash, 

Farallon Islands, Cul. Tatoo.sh, Wa,sh. 

Mare Island (Navy Yard), Cal. I^rcmerton (Navy Yard), Wash. 

Eureka, C.il. 

In Alaska there are seven stations, situated as follows: 

St. Paul, Pribihif. Kodiak. 
St. CJporge, Pribilof. C^>rflova. 
Unalga. sitkn. 

Dutch Harbor. 

In the Isthmian Canal Zone, there are Colon on the Atlantic, 
Balboa on the Pacific, and the high-power station at Darien under 
construction about half way across the Canal. 

In the insular possessions, there are stations at 

San Juan, P. R. Guam (Naval Station). 

Guantanamo Bay (Naval Station), Tutuila (Naval Station), Samoa. 

( iilia Cavitp, Philippine Island^!. 

Honolulu (Naval Station), Hawaii. Olongapo, Philippine Islands. 

In addition to tlu- ai)ovi'. there is a station at Pckin. China, 
for coniniunication Ix^twcen officials of thv United States Legation 
and ships in Asiatic waters, a station at Beaufort, S. C., used for 
instructional purposes, in the Discij)linary School; and one at 
Verba Buena. Cal., for the instruction t)f operators. 

There are authorizetl. or under con.^t ruction, a station at the 
Clreat Lakes Training; Station north of Chicago, and one at 
Point Isabel at the mouth of the Rio Grande, Texas. 

8 
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Under authorization is the so-calloci long distance chain of 
stations, which will he pushed rapidly to completion. This 
system comprises Arlington, Darien, San Dic^o, Honolulu, Guam, 
Samoa, and a station in the Philippines. Recent experiments 
seem to warrant the belief that some of these stations will not 
be necessary, and that the chain of communication between 
Washington and the Philippines will be complete without some 
of the island stations. If so, they will be fitted with but medium 
high-powered stations. 

It cannot be said that the development of the so-called 
United States Coast Signal Service was the result of any original 
well-planned scheme, but it has grown up slowly according to 
the needs of the depart metit. Otlier stations than those men- 
tioned were built and later abandoned as their usefulness in the 
chain of communication became impaired. At tine time it was 
proposed to have a coast stati(in practically every KM) miles 
along our sea coast, but as apparatus imjirovcd and relial)Ie 
ranges increased, such a chain meant but useless duplication, and 
many proposed stations were never built. The power of stations 
ranges from 2 kilowatts to 100 kilowatts; dejiending on the 
strategical location of the station; and the reliable communica- 
tion range varies with the station's characteristics. Nearly 
every system of radio a])paratus has been in use at one station 
or another, including apparatus of the earliest design as well as 
mo<I<*rn systems, using radio fre(}Uency sustained waves. Every 
endeavor is ])eing matie to bring the installation of stations up 
to modern requirements along standard lines, aj> funds become 
available. 

From the time of the introduction of radio apjiaratus in the 
country, other departments of the government naturally became 
interested in the erection of stations; and a state of affairs aros(> 
that demanded some government action in the way of regulation 
and control, with the main idea of preventing interference whicli 
. could not be overcome by the apj)aratus then in use. 

In June, 1904. the President appointed a Board, since known 
as the Inter-Depart mental Hoard to consider the entire (piestion 
of radio telegraphy in the service of the national government. 
The Hoar<l recommended that the Navy Department should 
equip and install a complete coastwise radio telegraph system, 
covering the entire coasts of the I'nited States, it-> in>ular pos- 
.sessions, and the Canal Zone in Panama. It also recommended 
that the Navy Department be directed to receive and transmit 
thru these stations, free of charge, all radio messages to or from 

9 
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ships at sra. provided such stutidiis did not oomo in compt'tition 
with comnKTC'ial stations. It furtlier suf^pfstcd tliat the on-ction 
of private radio stations in locations where tliev niiglit interfere 
witli naval or niiHtary operations he restricted by the action of 
tlic President, until such time as legislation might be had by 
Coufjress on this subject. 

On July 29, 1904, tlie President approved the report of the 
Inter-Departmental Board ;m<l direct<'d that the several depart- 
ments concerned put its reconunendations into eflect. 

The approval of this report virtually put the control of all 
coast radio stations under the jurisdiction of the Navy Depart- 
ment, and from that time until the present no other depart- 
ment of the government lias operated coast stations with the 
exce})tion of a few signal corps stations in Alaska, which are a 
necessary part of the Washington-Alaska Military-Cable and 
Telegraph System, 

PUBLIC SERVICE USES 

It was hut natural that such a chain of radio stations >hoidd 
find u.ses other than those based entirely on military c»)n>idera- 
tions, and the operation of these stations was early devoted to 
shipi)ing interests. They were also made available for the trans- 
mission of news to ships at sea including weather reports, dangers 
to navigation, and other matters; as well as for the reception 
of messages on similar topics, and calls from ships in distress. 

TIME SIGNALS 

The transmi-ssion of time signals to vessels at sea by means 
of radiotelegraphy was first accomplished in the United States 
in 1905, and this service, enlarged and extended, has continued 
to the present time. This service is of the greatest value to 
mariners, as it furnishes a means by which the time as given by 
the transmitted signals may be compared with a ship's chronom- 
eter and the error of the chronometer found. Similar com- 
parisons over a number of days enable data to be obtained by 
which not only the error may be found but also the chronometer 
rate; that is, the rate at which it is gaining or losing. 

The noontime signal on the Atlantic coast is sent out thru 
the coast radio stations by connection with Western Union 
telegraph lines from the United States Naval Observatory at 
Washington, D. C. By the operation of proper relays in electrical 
circuits, the beats of the seconds of a standard clock in the 
Observatory are sent out broadcast as a series of radio dots 

10 
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commencing five minutes before the time of the final signal. 
By omitting certain dots in a series, the comparison between the 
dot.s and the beats of the chronometer seconds can be checked 
until the instant of local noon (75th meridian time), is reached. 
This is marked by a longer dot which gives the time of exact 
noon. A comparison with the chronometer time at that instant 
gives its error referred to 75th meridian time. Applying the 
difference in longitude; namely, five hours, l)et\veen the 75th 
meridian and Greenwich, which is the standard meridian (or 0° 
longitude), the error of the chronometer referred to Greenwich 
mean time is determined. Time signals are now sent out on the 
Atlantic coast only thru the radio stations at Arlington. Key 
West and New Orleans. Signals from Arlington, whicii reach a 
zone formerly .'^erved l)y other coast stations, are sent out every 
day in tlie year, twice a day; viz., at noon and at 10 P. M., 
75t}i nuridian time. Time signals from Key West and New- 
Orleans are sent out daily, including Sundays and holidays, 
commencing 11:55 A. M., 75th meridian time, and ending at 
local noon. 

In case of failure for any cause of the .Vrlington high ))o\ver 
station, the signals are sent out hy the small set in the same 
station, and the stations at Boston, Xe\vj)ort, Norfolk and 
Charleston are notified, and tliey each send the signals broadcast. 

On the Pacific coa.st, time signals are sent broadcast to sea 
thru the naval radio stations at Mare Jshuid. Eureka and San 
Diego, in California, and at North Head, Washington. The 
controlling clock for each station is in the Naval OI)servatory at 
the Mare Island Navy Yard. Signals from Mare Island are 
sent out every day from 11 :.").") to noon, and from 9:5.') to 10:00 
P. M., 120th meridian standard time. Those from North Head, 
Eureka and San Diego are .sent out daily, except Sundays and 
liolidays from 11:55 A.M. to noon, 120th meridian standard 
time. 

It is not necessary that an elal>orate radio installation be 
employed for the purpose of receiving these signals, nor that a 
skilled operator be in attendance. Any vessel providetl with a 
small receiving apparatus with one or two wires hoisted as high 
as possible and insulated from all metallic fittings, or preferably 
stretched between the mastheads with one wire led down to the 
receiver, may detect these signals when within range of one of 
the seacoast radio stations. To get the maximum clearness of 
signals, the receiving circuit should be tuned to that of the 
sending station. Arlington and Mare Island send on a 2,500 
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meter wave; North Head and San Diopo on a 2,000 meter wave; 
Eureka on a 1,400 meter wave; and Key West and New Orleans 
on a 1,000 mvtvr wave. On the completion of the new radio 
station at the Training Station, Great Lakes, time .signals will 
!)e transmitted from that station for the benefit of shipping on 
the Great Lakes, as well as the weather reports for that region 
now transmitted by Arlington after the Atlantic coast weather 
bulletin following the 10 P. M. time signals. 

WEATHER li£P0RT8 

Thru cooperation with local offices of the United States 
Weather Bureau, weather forecasts arc sent broadcast to sea thru 
naval coast radio stations at certain times which vary with the 
locality. Coast stations are generally prepared to give local 
forecasts to passing vessels without charge on request. Storm 
warnings are sent whenever received. 

Since July 15, 1913, a daily weather bulletin has been dis- 
tributed by the naval radio stations at Arlington, Va., and at 
Key West, Fla., a few minutes after the 10 P. M. time 
signal. 

The daily bulletin consists of two parts. The first part eon- 
tains code letters and figures which express the actual weather 
conditions at 8 P. M., 75th meridian time, on the day of distribu- 
tion, at certain points along the eastern coast of North America; 
one point along the Gulf of Mexico and one at Bermuda. The 
second part of the bulletin contains a special forecast of the 
probable winds to be experienced a hundred miles or so off shore, 
made by the United States Weather Bureau for distribution to 
shipmasters. The second part of the bulletin also contains warn- 
ings of severe storms along the coast as occasions for such warn- 
ings may arise. 

The j)oints for whieh weather eonditions are furnished are 
designated n'sj)eetively by their initial letter, except in the case 
of Nantucket, for whieh the letter T is used; aeeordingly the 
code is S, Sydney : .\, Athmtie City ; H. Hatteras; C, Charleston; 
K. Key Wost ; P, Pensaeola, and Hr. I^crnuida. 

The report i> made l>v means of a sjx'cial c-odc furnislii'd to 
mariners, and is fidlnwcd l)y a ^reneral forecast for dillVri'Mt zones 
of tli<' coast. \\ itii the information contained in these i)roadcast 
me^>anes. mariners siiould lie ahle to make tlieir own forecasts 
in addition to that given by the ofhcial forecaster at the liead- 
quarlers of the Weather Bureau at Washington. 

12 
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A daily wpiitlu'r bulletin for the (Ireat Lakes is distributed 
broadcast by the Arlington Iiadi») Station, immediately follow- 
ing the bulletin for the Atlantic coast. 

This ])ulletin is similar to that of the Atlantic coast and con- 
tains code letters and figures which express the actual weather 
condition at S P. M., 7'>t}i meridian time on the day of distribu- 
tion at the following points, and whicii are designated as follows: 
D. Duluth; M. ]Mar(iuette: V. Sault Ste. Marie: C, (ireen Bay; 
Ch, Chicago: L. Alpena: 1). Petroit; V.Cleveland; F, HutTalo. 

Preliminary arrangements have been made by which weather 
reports will be exciianged Ix-tweiMi a Kus>ian >tation at Anadyr, 
Siberian Russia, and Alaskan naval stations. This weather 
rcjxtrting service will also be enlarged to include reports from 
various stations in the West Indies which will be sent out from 
the high power station at Darien. on the Canal Zone, for the 
benefit of ships in the Caribbean, on the Pacific side, and those 
which may i)c in transit to or from the Panama Canal. 

HYDROORAPHIC INFORMATION 

Information concerning wrecks, derelicts, ice and other 
dangerous obstructions to navigaticm, whenever received from 
the hydrographic office or from a branch hydrograi)hi<' office is 
sent broadcast from naval radio stations four times daily; viz., 
at 8 A. M.. noon, 4 P. M., and S P. M.. local (standard) time 
of station. Ships within range of such stations should be prepared 
to receive these hydrogra|)liic messages at the hours m<'ntioncd. 
and should avoid sending at these times. One vessel sending 
may i)revent several others receiving information nece.s.sary to 
their safety. 

Naval >tations will furnish information to j)assing vessels on 
request whenever practicable at other hours than those men- 
tioned al)ove. 

The International Convention on Safety of Life at Sea, which 
convened in London on November 12, 1913, invited the Govern- 
ment of the United States to undertake the management of the 
services of derelict destruction, study and observation of ice 
conditions, and ice patrol in the North Atlantic. By this con- 
vention, the master of every ship which meets with dangerous 
ice or a dangerous derelict is bound to communicate the informa- 
tion by all means at hb disposal (the principal of which will be 
radio eommunieation) to the ships in the vicinity, and also to 
the competent autborities at the first point of the coast with 
which be can communicate. This information will be forwarded 
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to tht' Hyilrographic Office, New York, and tlicrc made known 
to the maritime exchanges, anti will Ix' further forwarded to the 
headquarters at Washington to l)e broadcusted to sea from the 
Arlington radio station following tlie time signal and weatlier 
reports. At such times ships should be listening on the long 
wave of Arlington, 2,500 meters, and their receiving circuits 
should be tuned if they desire to receive these ice or derelict 
reports. In order to prevent delay in having such information 
reach as many ships as possible, the coast station which first 
receives the information will at once broadcast it, and with the 
increased power, should reach ships that could not be reached by 
the first reporting ships.* 

Another provision of the convention requires that every ship 
fitted with a radio telegrai)hic installation which becomes aware 
of the existence of an immediate and serious danger to naviga- 
tion, shall report , it immediately to the Hydrographic OflBce, 
Washington, or to the Hydrographic Office, London. Such 
information reaching the Hydrographic Office, Washington, will 
be broadcasted thru a])propriate naval stations. The reporting 
of information concerning ice and derelicts is compulsorij under 
the terms of the London Safety Convention; the reporting of 
information relating to weather is voluntary. Information can 
be forwarded either in full or by means of a code adopted by the 
convention. 

The radio stations which have to transmit to ships informa- 
tion involvuig safety of navigation and which is of an urgent 
character (reports of icebergs, derelicts, cyclones, typhoons, 
sudden changes in the position or form of fixed obstructions, or 
of land marks) are required to make use of the following mgnal, 
called the safety signal, repeated at short intervals ten times at 

full power (T T T). All radio stations receiving 

the safety signal are required, if the transmission of messages by 
them would interfere with the receipt by any other station of the 
safety signal and the following safety message, to keep silence, 
in order to allow interested stations to receive that message. 

The safety message will be transmitted one minute after the 
safety signal has been sent out, and should be repeated there- 
after, three times at intervals of ten minutes. 

The above information will be sent out by naval stations as 
soon as it reaches them, and again later by such stations as 
transmit time signals. It will follow the weather reports. 

* Ship ownerR should insist tth&t receiving apparatus flhotild be capable of 
being iutun] to nt li ast a wave length of 3,000 meters, in order to receive 
these valuable rt'porUi. 
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To provide for prompt warning of vessels in the immediate 
vicinity of obstructions at sea, as well as of those vessels which will 
eventually pass thru such danger areas during the course of their 
voyages, and to provide facilities for transmitting information 
to the nearest source of assistance promptly in case of vessels in 
distress, the following procedure is followed by all naval radio 
shore stations within the continental limits of the United States 
and Alaska. 

Whenever a naval radio station receives information from a 
branch hydrograjihic office concerning any damage to naviga- 
tion, wreclv, light vessel off station, etc., that radio station 
immediately broadcasts such information for the benefit of 
shipping in the immediate vicinity, and again thereafter at the 
usual hours: viz., 8 A. M., noon, 4 P. M., and 8 P. M., local 
standard time. In all such cases the station on the Atlantic 
coast receiving such information forwards it by radio to Arlington 
addressed to the Hydrographer. 

The Arlington station delivers the report to the hydrographer 
and broadcasts it at 10 P. M., daily, on 2,.")00 meters. All radio 
.stations copy the broadcast messajje. and each in turn broad- 
ca.sts it (on l.fKM) and OOO meters) at the regular iiours as given 
above, for the l)enefit of shipping in its vicinity. 

The procedure on the Pacific coast is the same except that 
the Mare Island Xavy Yard broadcasts to all Pacific stations, 
and the reports from coast stations are addressed to Mare Island 
for the Branch Ilydrograpliic Office, San Francisco, and are 
delivered to that branch hydrographic office. 

If information relating to danger at sea reaches a naval coast 
station by radio or flag signals from a [)assing vessel, tliat station 
at onc(» broadcasts it and informs tiie nearest branch hydrographic 
office, if it is i)(>s<il)le to do so by radio; which then relays it to 
Arlington or Marc Island stations for the procedure laid down in 
the preceding paragraph. 

In order that the various naval radio stations may be informed 
a,s to the location of the nearest revenue cutter, which in many 
cases is the nearest source of assistance to shipping in distress, 
and which has to do with the removal of dangers to navigation, 
the captain of each revenue cutter ecjuipped with a radio installa- 
tion informs the nearest naval radio station at 8 A. M. each day, 
of the location of his ship anil concisely her probable movements 
during the next twenty-four. hours. 

EZach radio station receives such reports and keeps them 
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constantly on liand for miaiancc in transmitting messages that 
may require action on the part of a revenue cutter. 

GENERAL SHIP TO SHORE WORK 

The installations of the naval coast stations, including tliose 
on the lightsliips at Nantucket Shoals, DiamontI Shoals, and 
Frying Pan Shoals are placed at the service of the j)ul>lic generally 
and maritime interests in particular for the purpose of: 

(a) Rcjiorting vessels and intelligence received hv radio 
telegraphy with regard to maritime casualties, derelicts at sea, 
overdue vessels, and the reporting of all matters pertaining to 
ships in distress. 

(b) Receiving ra(Uograms of a private or commercial nature 
from ships at sea, for further transmission by teUgraph, tele- 
phone or cable lines. 

(c) Transmitting radiograms to ships at sea from inland 
points. 

Information contained under heading (a) is transmitted free 
of all costs as far as radio charges are concerned. Readings (b) 
and (c) relate entirely to commercial work and will be con- 
sidered sciJarately. 

Lightship stations are authorised to transmit reports received 
from masters of passing vessels to their owners, agents, or mari- 
time agency to the nearest naval radio station without charge, 
but in all such cases arrangements must be made by such owners 
or agents for the forwarding of messages by land telegraph from 
the coast station to the point of destination. 

Lightships display storm warnings when information regard- 
ing such is furnished them from the Weather Bureau by means 
of radiograms thru coast stations. Ship owners desiring to use 
any special code of signals for communicating with lightships 
fitted with radio apparatus, the messages to be by them trans- 
mitted to shore and then to their destination, may make special 
arrangements with the Navy Department, Superintendent of 
Naval Radio Service. The radio service connected with the 
transmission is free, but arrangements must be made with the 
land lines for the forwarding charges. 

Vessels in the trans-Atlantic trade, either incoming or out- 
going, make extensive use of the radio installation of the Nan- 
tucket Shoal light vessel for reporting their positions. Such 
messages are relayed to the naval station at Newport, whence 
they are forwarded to their destination free of all radio charges. 

Similarly, the light vessel off Diamond Shoals transmits 
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mefw^agt's to tlic naval radio station at Beaufort, N. ("., from 
which station they are forwarded to their destination free of all 
radio chargos. 

During (crtain months in the year, when the wlialinfi and 
sealing fleet is making its way into or out of Hehring Sea. and 
passing thru I'niniak Pass, a revenue cutter is stationed in that 
vicinity. Vessels fitted witli radio apparatus may report the 
fact that they have passed thru the Pass to the revenue cutter, 
or forward this information by flag signals if not fitted with radio 
apparatus. The revenue cutter then transmits this information 
thru any naval radio station in Alaska and it is relayed to the 
naval station at North Head, which station transfers the message 
to its destiiiation; generally the maritime exchanges at San 
Francisco or Seattle. This service is performed entirely free of all 
radio charges; owners or agents making the necessary arrange- 
ments for the payment of forwarding charges from North Head 
to destination. 

COMMERCIAL WORK OF NAVAL RADIO STATIONS 

In April. 1911, by order of the Navy Department, all naval 
radio stations with the exception of Boston, New York, Phila- 
(lelj)liia, Norfolk. New Orleans, Yuerha Buena. Mare Island and 
Puget Sound, were directed to handle commercial messages under 
the following conditions: 

(1) That no commercial station was able to do the work. 

(2) That no expense was incurred by the government thereby, 

(3) That no money or accounts in coiuiection with this busi- 
ness was handled by any person in the employ of the government. 

(4) That the handling of commercial business should not 
interfere with government business. 

As this service was entirely free as far as the government 
radio stations were concerned, and commercial stations applied 
a comparatively high word rate, it was natural that many mes- 
sages were forwarded thru these stations and transferred to land 
lines; all necessary arrangements for the collection of tolls being 
a private matter between the ships and the forwarding lines. The 
radiograms were placed on the land lines as domestic messages 
with charges collect. At that period, of course, neither operating 
companies nor the government were bound by the provisions 
of any international conventions, and radio matters were gener- 
ally in a state of confusion. By the ratification of the Berlin 
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Convention of 190(), and the Proclamation of the President, all 
this changed, and it became necessary to follow all international 
agreements. 

All business relating to government radio matters (l)oth from 
the engineering and material point of view) as well as its operating 

features were conducted thru the Bureau of Steam Engineering 
of the Navy Department; which, for this particular work, had 
absorbed the duties of the oki Bureau of Equipment. The 
officers in the Bureau of Steam Engineering were few in num])er, 
and soon found themselves swamped with work, and the attempt 
to handle all features of this service proved too much of a task. 
The passa^ro of the Radio Act of August 13, 1912, and the joining 
of the London Radiotelegraphic Convention of 1912, threw extra 
work on the already overtaxed force. It was then determined to 
e8tal)lish an office which would assume all the administrative 
and operating features of the service, the Bureau of Steam 
Engineering retaining all control over the engineering and 
technical details. Ac((jrdingly, in Xovemher 1912, by order of 
the Secretary of the Navy, the office of Superintendent of Naval 
Radio Service was established at Radio, \'a. 

The Radio Act of 1912 provided that the head of the depart- 
ment having control over the following named stations; viz., 
Arlington, \'a.; Key West, Fla.: San .luan, P. R.; North Head 
and Tat(K)sh. Wash.; San Diego, fal.; and tho.'-ie established or 
which may be established in Alaska and the Canal Zone shall, 
so far as is consistent with the transaction of gov<'rnnu'nt busi- 
ness, arrange for the transmission and receipt of commercial 
radiograms under the provisions of the Berlin Convention <jf IDOG 
and future international conventions or treaties to wliich the 
United States may be a party, at each of the stations referred to 
above and fix the rate therefor, subject to control of such rates 
l)V Congress. Further this Act provided that, "at such stations 
and u'hcrt'rcr and whcncrcr shore stations oi)ened for geniTal 
public business between the coast and ve.s.sels at sea under the 
provisions of the Berlin Convention of 1906 and future inter- 
national conventions and treaties to which tlie United States may 
be a party shall not be so established, as to insure a constant 
.service day and night without interrui)tion, and in localities 
xrhcn vvr and irlx never such service shall not l>e maintained by a 
commercial shore station within 100 nautical miles of a naval 
radio station, the Secretar}* of the Navy, shall, so far as is con- 
sistent with the transaction of governmental busine.ss, open naval 
radio stations to the general public business described above, 
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and shall fix rates tor such sorvit'c subject to control of such rates 
by Congress. The receipts from such riidioKrams shall he covered 
into the Treasury as miscellaneous recei|)ts." 

In accordance with the above, the following stations of the 
naval radio service are now opened for general commercial work 
between shore and ships: 



Charleston, S. C. 
St. Au^fustine, Fla. 
Jupitei, Fla. 
Peoaaoola, Fla. 
Key West, Fla. 
f juantnnamo Ray, Cuba. 
Colon, U. P. 
BaUKm, I. C. Z. 
Tutoosh Island, Wash. 
North Head, Wash. 
Capo Blanro, Oreg. 
Tutuila. Samoa. 



Eurek:'. Cal. 
Point Arpiu'lli), Cal. 
Saii Diego, Cal. 
Guam. 

St. Paul, Pribilof lelaada, Alaska. 

San Juan, P. R. 

8t. Cicorgc , Pribilof Islands, Abska. 

Unalga, Aliuska. 

Dutch Hi<rbor, .Alaska. 

Kodiak, Alaska. 

Cordova, Alaska. 

Sitka, Abska. 



SHIP STATIONS OP£N£D TO CX)MMEHCIAL BUSINESS 

In addition to the above shore stations which were authorized 
to handle commercial business, all ships of the naval service are 
also available for the transaction of commercial business. This is 
for the benefit of oflBcers and crews of such vessels and for their 
friends ashore, and all persons embarked on naval vessels have 
the same privileges as passengers on merchant vessels. This 
commercial business must not, of course, interfere with the 
transaction of necessary government business, and its regulation 
is a matter for the senior officer present in any organisation to 
determine. 

The opening of naval ship stations to conunerciai work has 
not only been a boon to the officers and crews of such vessels, 
whereby they can have intercommunication with their families 
or friends on shore, but in some instances has resulted in great 
convenience to the public at places where there are no shore radio 
stations or land lines or cables; as private citizens can file mes- 
sages on board naval ships for further transmission. During 
recent troubles in Mexico, when land lines were interrupted, the 
only means of communication with certain points of the country 
was thru the radio stations of the United States ships in Mexican 
waters. Messages were received or delivered by boat and mes- 
sengers or thru local ships, no ship charge is imposed on officers 
or crew of such ship; but the coast station charge and all for- 
warding charges are collected. Such messages to naval ships 

19 



Digitized by Google 



carry the ship's rocoivin^ ciiarges in addition to the shore station 
and forwarding line charges. 

POINT TO POINT WORK 

It should he noted that the London Radiotclcfiraphic Con- 
vention under the provisions and reciuircmonts of whieh the Naval 
Radio Service is organized and eonducted as far as its com- 
mercial work is concerned, deals only with rcf^ulations that relate 
to communication between shore and ships. No special regula- 
tions were made to cover communication by radio stations 
Ix'tween fixed j)oints on land, these beiiifi left to the manage- 
ments of the separate governments concerned. 

Several of the stations of the naval service are advantageously 
situated for communication with fixed radio stations of other 
governments, and mutual agreements have been made for the 
conduct of commercial business between such points. A notable 
example of this communication is between the naval stations at 
Jupiter. Fla., and Nassau, Bahamas, ])arall<'ling the cable 
between these two points. On interruption of this cai)le, the 
entire business which previously wa.s handled i)y the cable was 
taken V)y the exchange of radiograms between these two points. 
The erection of a conuneicial station at Miami, Fla., maile a 
division of this traffic desirable, as the naval radio .service i-s not 
considered as a competitor of any commercial company. 

Similar point to point work is done between the naval station 
at Colon and the station at Cartagena, United States of Colombia, 
by which long transmi.ssion by land lines thru unreliable offices 
is eliminated and the cost to the senders of messages considerably 
reduced. Colon also communicates with the land stations at 
Limon, Bocas, and Bluefields in Costa Hica and Panama, and 
eliminate a round-about transmission by land lines and cables. 

In Alaska there are a good many point-s that can be reached 
by radio which have no connections with land lines or cables, and 
the commercial work between such stations is of considerable 
magnitude. The Naval Radio Service thru its stations at 
North Head, Wash., Sitka, and Cordova in Alaska practically 
parallels the cable ssrstem of the Washington-Alaska Military- 
Cable and Telegraph Company, and the rates to points in Alaska 
are such that it practically makes no difference to the senders of 
messages whether the cable is interrupted or not, as either service 
delivers messages at practically the same cost, transferring mes- 
sages from one system to another as may be required. On this 
particular class of Alaskan business, both systems use the same 
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syst(Mn of counting and checking, imd such messages carry the 
domestic (message) count thruout, whether wholly l)y radio or 
cable lines, or in pari hy tiieni and tiie connecting land lines in 
the United States. On messages to ships at sea, however, the 
Naval Radio Service, the cable system and connecting land 
lines apply the cable count and charges. 

Certain naval radio .stations in Alaska communicate with a 
Ru.s.sian station at Anadyr, and tests are being conducted between 
them and a Japanese station at Ochlisbi. These systems of com- 
munication were developed primarily for the transmissioii of 
government messages, with special reference to Weather Bureau 
messages, the such routes are open for the transaction of 
commercial business, and such messages have been so trans- 
mitted. 

The unreliability of cable service to San Domingo neces- 
sitated some arrangement of communication by radio stations, 
and United Stat«s government messages are now delivered to 
officials in San Domingo or to ships in those waters thru the naval 
radio station at San Juan (Porto Rico), and the Dominican sta- 
tions at La Romana and San Domingo. Similarly, Dominican 
government messages are transmitted to and from that country, 
and if occasion demands, these routes will be opened for com- 
mercial business. 

The Naval station at Tutuila, Samoa, has no cable connec- 
tion, but its radio station can communicate with the Suva radio 
station in the Fiji Islands where messages can be forwarded by 
cable. Commercial ships passing Samoa, as well as the inhabit- 
ants of Tutuila. make considerable use of this means of com- 
munication. 

Ships passing Guam can transmit messages thru the naval 
radio station at that place for further transmission by radio to 
Yap*, or by cable at the sender's option. 

RATES AND CHARGES 

The London Radiotelegraphic Convention prescribes a 
maximum word charge applicable to all radiograms. For shore 
stations this is 60 centimes, or approximately 12 cents; and for 
ship stations 40 centimes, or approximately 8 cents. In the 
Convention, however, the United States abstained from all action 
with regard to rates, because the transmission of radiograms in 
thb country is carried on wholly or in part by commercial or 

^Tranamiasion from the radio station at Yap has been interfered with 
because of the present European War. (Editor.) 
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private compani<'s. However, no eommereial eompany applies 
a higher word rate than allowed hv the Convention, except 
certain shore stations en^age(l in lon^ <listan('e work. 

The word rate fixed for naval stations must of nee<'ssity he 
hased on that <'<tal)lished by eommereial eompanies o|)erating 
in the same general loeality. If naval radio service rates were 
higher, the service would not he of tlu' same convenience to the 
puhlie. and if lower, a state of eom|)et it ion would exist, which of 
course is undesirable. The word rates for all naval stations, 
except Aia>kan stations, (luam, anil Tutuila, for ship to shore 
work, is () cents j)er wtird. the excepted stations applyinj^ a .')-cent 
rate for local ship to shore work. Hetw<'en North Head, 
Wash., and the Alaskan stations, for e(»mmunication between 
shii>s and United States points, there is a flat word rate of 19 cents 
j)er word for ships beyond Cordova, and 9 cents per word for 
ships reaciied via Sitka. For local work between points in 
Alaska, a word rate of ."> cents is charged for radio service inde- 
pemlent of the numl»er of relays thru naval stations. 

For point to point work the same rate of (> cents p<T word 
applies, except in Alaska; and a sp(>cial rate of 2 cents a word is 
allowed for press messages. This rate api)lies on all mes.sages 
passing thru the stations in either direction. 

Ships of the Navy apply a 4-eent word rate on all received 
commercial messages, making the radio tolls (shore and shij)) 
thru a nav.-d radio station 10 cents per wonl, with a minimum 
charge e<|ual to that of a mosage consisting of ten words. 

hi general, commercial ships engaged in the North and South 
.\tlantic trade apply a 4-ce!it word rate, while those engage(l in 
trans-Atlantie trade apply an 8-eent word rate. Some coast- 
wise vessels on the Pacific coast apj^ly a 2-cent word rate, and it 
is these varying woril rates applicable to ships which makes the 
accounting such an uncertainty, and which often result in over 
or umler cliarges on radiogiams addressed to ships at sea. 

CX)UNTING OF WORDS 

The cable count is used on all radiograms; that is, every word 
of the address, message, and signature is counted and paid for at 
a certain rate per word, tho every radiogram carries a minimum 
charge for its radio toIl$ which is equal to that of a ten-word 
radiogram. Where transmission is effected partly over cables, 
only the actual number of words is charged and paid for for this 
part of the transmission. The address must contain at least 
two words, one of which must he the coast station thru which the 
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message is transmitted, but a signature is not necessary, and there 
is no limit to the number of words in a message. 

RELAYING 

Messages are entitletl to be relayetl under the folluwing condi- 
tions : 

(a) In case dircrt communication cannot be established 
between the station of origin and destination. 

Cb) In case the relaying is solely for the purpose of reach- 
H\g the nearest coast station (for messages originating on a 
ship). 

(e) In case the relaying ship or station is in a position to for- 
ward the message. 

(d) In case the total number of relays does not exceed two. 
Messages originating on a ship may be relayed to another ship 
by means of: 

(1) One or two ships. 

(2) A coast station. , 

(3) Two coast stations and then eonneetinjj telegraph lines. 
Messages from shore may l)e relayed to a ship by another ship, 
but only in case the sender has specifically demanded such rehiy 
and the preamble contains instructions as to the number of 
relays, which must not exceed two. 

In cases of relaying to a ship at sea, the coast station for- 
wards tlie message by one or two relay ships and then notifies 
the office of origin what the amount of relay charges is. so that 
they may be coilecte(l from th<> sender. All relay charges must 
be prepaid as must all other charges on radiograms. There is 
but one charge per station allowed; that is, the reception and 
retransmission is made a single— not a double ciiarge. The 
naval radio service makes no charge for relaying ini'ssage>, nor 
do certain of the commercial companies, notably the Marconi 
Wireless Telegraph Company and their affiliated com])anies. 

SPECIAL CLASSES OF COMMERCIAL RADIOGRAMS 

The ordinary radiogram between ship and shore carries the 
prefix "Radio," which is an indication of its strictly commercial 
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charai tcr, and this is the ordinary type of prepaid message. In 
addition to this, special cla»sses of commercial radiograms are 
autliorized. 

Classbs of Msssaohb Designations 
Radiograms with answer prepaid (on land 
lines "Reply Prepaid") RP 

Radiograms calling for repetition of message 

(on land Unes "Repeat Back") T( ' 

Special delivery radiograms EXPRESS 

Kadiograms to l)e d(^Hvered by mail POST 

Radiograms to be delivered by registered 

mail PR 

Multiple radiograms TM . . x 

Radiograms calling for acknowledgment 1 P( P (by mail) 

of receipt J PC (by telegraph) 

Acknowledgment of above CR 

Paid service notice RADIO ST (prefix) 

"Ocean Letters" or radiograms to be mailed 

by a ship at a 'port of call POSTE (in address) 

The addressee of a reply prepaid message (RP) is given a 
voucher equal in value to the amount prepaid for reply and which 
is good for six weeks. The receiver of a reply prepaid message 
is not bound to a re])ly to the sender of the original message, but 
may apply the value of his voucher to the payment of any mes- 
sage he wishes to send. 

Radiograms calling for repetition of message are for the 
purpose of verification only. Messages carrying the word **TC*' 
are repeated back by each station that handled it to the one 
before. An additional charge equal to one-fourth of the regular 
tolls is charged for such service. Special delivery radiograms are 
those which involve delivery beyond the limits of a telegraph 
office, which delivery is accomplished by telephone or messenger. 
Such messages are only accepted where the charge for special 
delivery is paid by the addressee and the special prefix is charged 
for as one word. 

Radiograms to be delivered by mail are distinguished by the 
word "Post." When such a radiogram is received at a coast 
station, it is sent by mail to the addressee; or if the name of some 
other place follows the word "Post," it will be forwarded by land 
line to that place with the instruction "mail." It is then mailed 
from the telegraph office to which forwarded. In addition to the 
extra charge for the word "Post," there is an additional charge 
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collected from the sender of o cents for postage; und if the 
expression " PR" is used instead of "Post," it signifies that the 
letter is to be forwarded by registered mail, which carries a 
collection from the sender of 15 cents instead of ") cents. 

By a multiple radiogram is meant one message addresse<l 
either by several persons, or to the same person at several 
addresses, in the sanii' locality or in different localities served by 
the same telegraph office. Such messages contain the al)l»revia- 
tion "TM . . x" ("x" standing for liie number of ilifferent 
adilresses). 

Radiograms calling for acknowledgment of receipt are 
limited to notification of the date and hour at which the {>oa.st 
station shall have transmitted the radiogram to the ship to which 
it was addressed. This notification is sent to the office of origin 
either by telegraph or mail, at the option of the sender of the 
message. The instruction to send acknowledgment of receipt 
is transmitted by the letters "PC/' or the words "Acknowledg- 
ment Paid" as supplementary instructions at the end of the 
preamble, and also as the first item of the first address. The 
letters "PC" in the address are counted in the cheek charged for 
as one word. This calls for telegraphic acknowledgment by 
mail, and is charged for as one word. Should the expression 
"Acknowledgment Paid" be written on the blank, it shall be 
transmitted by the abbreviation. 

If telegraphic acknowledgment is requested, the sender of 
the message is charged for a five-word telegram, by the same 
route. Mail acknowledgments are sent free. They are addressed 
to the telegraph office at which the message originated. Tele- 
graphic acknowledgment is announced by service message con- 
taining the abbreviation "CR," followed by the name of the 
addressee, ship, the word "transmitted," and the hour and date. 

Ocean letters are radiograms which may be transmitted by a 
coast station to a ship, or by a ship to another ship, to be for- 
warded by mail from a port of call of the ship receiving the radio- 
gram. Such radiograms are not entitled to any relaying by radio. 
The address of such a radiogram shall embrace the following: 

(1) The paid designation 'Toste," or (if sent to a United 
States ship) "Mail," followed by the name of the port at which 
the message is to be mailed. 

(2) Name and complete address of addressee. 

(3) Name of station on shipboard by which the radiogram is 
to be mailed. 
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(4) When necessary, the name of the eoiust station. 
The rate shall comprise, in addition to the radio and telegraph 
rates, the sum of 5 cents for postage. 

ACCOrXTING 

The system of aecounting in vof^iie follows the re(iuirements 
of Article XLII of the Service l{ejz;ulations afhxcMl to the Inter- 
national Convention of London, 1912, This article re(|uir( > that 
the accounts n'jjarding radio charges shall l)e drawn up hy the 
radio managements in which the coastal stations are subject. 
Coastal and shiphoanl ciiarges do not enter into the accounts 
provided for by th»' International Telegraph Heiiulat ions. 

The primary reciuirements in the transmission of all radio- 
grams is the i)re])ayment of all charges from point of origin to 
point (»f destination, atui no "collect" radiogram of any class is 
recognizt'd. All telegraph, cable, an<l radio companies operating 
follow the same general system of accounting; which is. that the 
system on which a message originates becomes responsible for 
all the charges on s.aid message, and that that system collects full 
tolls and thereui)on pays to the next connecting line its toll> 
plus all tolls due forwarding lines. In turn, the second system 
handling the message pays the third connecting line its tolls and 
all tolls due systems following that system. 

Altho the systt'in on which the radiogram originates collects 
all tolls and is responsilde for all charges beyond its system, the 
accoimts are, in accordance with the Service Regulations, 
London Convention, drawn up by the radio management of the 
coast stations. This means that all the coast stations belonging 
to the Naval Radio Service wliicli are opened to ])ul)lic general 
correspondence, draw uj) the accounts on all mes.sages that pas,s 
thru them, either from shore to ship, or fnmi ship to shore. 

The recjuired prepayment from shore to ship includes land 
line or cable charges from point of origin to the coast station (or 
a me.s.sage may be filed locally at a coast station, in which the 
above charges do not appear), the coast station charge, and the 
ship station charge. If the message originates on ship and is 
destined to a shore point, the charges to be applied and paid on 
board ship are the ship's charge, the coast station charge, and the 
land line or cable charges to destination. If destined to be 
delivered locally at the coast station, there may be no forward- 
ing charges. Thus on a message from an inland point to a ship 
at sea, the administration of the coast station charges the for- 
warding land line company which handed the message to it with 
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its own station charge plus the ship station charge, and on collec- 
tion hands to the administration controlling the ship installation, 
the amount due it, retaining its own charge. Similarly on mes- 
sages from sea the administration of the coast station thru which 
the message passed charges the company controlling the ship 
installation with the shore station charge plus all forwarding 
charges due to land line or cable companies. On collection of 
these charges, the administration of the coast station turns over 
to the forwarding company its proportion of the charges and 
retains its own. 

The general principle followed is that the coast station debits 
the company that handed the message to it, whether from ship or 
shore, with its own and all forwarding charges, and credits the 
proper companies with all charges beyond it. Thus in case a 
shore station has no direct physical connection with a land 
telegraph or cable line, but is connected by means of a telephone 
line, the administration of the coast station does its accounting 
with the company controlling the telephone line and turns over 
all forwarding charges to it, and this company in turn accounts 
with any further forwarding company, unless both telephone and 
telegraph lines are controlled by tho same company. 

Most naval coast stations in the continental limits of the 
country have direct connection with either Western Union Com- 
pany telegraph lines or Postal Company telegraph lines and some 
have both. In some instances there is but a telephone line con- 
nection, as at Cape Blanco, Ore., where accounting is done with 
the Coos Bay Home Telephone Company. At Tatoosh, the 
connecting telegraph line is controlled by the Weather Bureau 
which involves accounting with that bureau. Several naval 
coast stations that are open to commercial business are on out^ 
Ijring possessions, as at Guantanamo Bay, San Juan, Colon, 
Darien, Balboa, Guam and stations in Alaska. These are con- 
nected to land lines in the countries in which they are situated; 
some of them foreign as in the case of Guantanamo thru Cuba, 
and the Canal Zone stations thru the Republic of Panama. All 
are connected with other points by cables which thru their con- 
nections may reach all parts of the world. 

SUMMARY; The work done by the United States Government in connection 
with radio telegraphy is historically traced, and the practical control of gov- 
ernment radio service by Uie Navy Department is described. The division 
of duties in this field is between the Bureau of Steam Engineering, which is in 
charge oi engineering and technical details, and the Superintendent of Naval 
Radio Service, who controls the administtative and operating features. The 
tfaasmiaiion of time signals, weather reports, hydrographic information, and 
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■hip mesMges from the naval shore stations is considered. The commercial 
wofit of the naval radio stations, both shore stations and ship stations, is 
discussed. This is followed by a description of shore point-to-point work. 
Certain traffic matters are then handled, such as: rates and charges, the 
counting of words, relaying of messages, special classes of commercial 
radiogmni, and methods of accoonting for tollt. 

DISCUSSION 

Edward J. Nally: T hiivc read Captain Bullard's i)apor on 
"Naval Radio Service" v<'rv earefully and witli ^reat interest. 
I tliink it is a text-hook on the subject . and one in which the 
sui)je( t is most thoroly and lucidly handled. In fact, 1 think it 
is a historic document. 

Alfred N. Goldsmith: Captain Bullard's description of 
the work of the United States Government in the radio field will 
doubtless be an interesting revehition to those who have been 
accustonuHl to regard that field as in large part monopolised by 
commercial companies. It will be seen that the government has 
organized a highly efficient service of its own, quite apart from 
military necessity. The scope of that service, particularly in 
Alaska, is practically a.s complete as that of any of the operating 
companies. It is a subject for careful consideration as to what 
will be the ultimate outcome of this incursion of the govern* 
ment into the field of public coomiunication. 
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A DIRECT-READING REMETER AND WAVE L 

METERS 



By 

Frederick A. Kolster 
INTRODUCTION 

The laws of the Tnitod States governing radio communica- 
tion specify, among other things, that at all stations the log- 
arithmic decrement per complete oscillation in the wave trains 
emitted by the transmitter shall not exceed two-tenths, except 
when sending distress signals or messages relating thereto. 

The importance of the regulation lies in the fact that when 
persistent oscillations of single frequency are emitted from a 
radio transmitting station much more selective receiving ap- 
paratus may be employed with advantage at receiving stations, 
permitting sharp timing with consequent minimizing of inter- 
ference caused by stations other than those with which com- 
munication is desired. 

When full advantage is taken of the rapid scientific and 
technical progress which has been made in the methods of trans- 
mission of electromagnetic waves it is not at all difficult to 
comply with this requirement. In fact, it is practicable as well 
as desursble to keep well within this limiting value of two- 
tenths. 

The purpose of this paper is to describe a new direct-reading 
instrument for measuring the logarithmic decrement and wave 
length, especially designed about two years ago for the radio 
inspection service of the Bureau of Navigation, Department of 
Commerce, and since adopted by the War and Navy Depart- 
ments. 

CiENERAL THEORY 

It is supposed that in the primary of two coupled circuits 
there exist damped electrical oscillations of decrement ^i, the 
natural decrement of the primary. The natural decrement of 
the secondary circuit is ^. When the secondary circuit is tuned 

•Deliverad before The Institute of Radio EnirfTieers. Washingrton Sec- 
tion, FV'bniiiry .'i. 1914. This iirficlc is hasf^l mi n piiMif.ition in the Bulletin 
of the Bureau of Staudards, Vol. 11 (Scicntihc Paper >i'unibcr 235). 
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so that maximum current is induced in it by the primary, it is 
assumed that its capacity is and the current in it I,. If the 
secondary capacity is altered to a new value, C, the current will 
drop to a value I. Bjerknes has shown that the sum of 
primary and secondary decrements is given by the equation: 

The conditions under which this formula may l>e applied 
with sufficient accuracy arc, 

1. That + «2 be small as compared with 2". 

C — C 

2. That-'' ^ — be small as compared with unity. 

3. That the degree of (■oui)Hng between tlie circuits be small. 
Let us assume that it is desired to determine the lojjaritlimic 

decrement of the oscillations in the aerial circuit of a radio trans- 
mitter as shown in Figure I. A circuit containing inductance 




FiODRE I — Decremetcr Circuit (\)upIoil Loosely to the Antenna 

Circuit of u Transuiiitei 



L, a calibrated varial)lp condenser C, and a sensitive low re- 
sistance hot-wire instrument H, is very loosely coupled to the 
aerial or antenna circuit A. Readings of tlie hot-wire instrument 
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H» which are proportional to the square of the current in the 
circuit, are taken for several values of capacity C on both sides 
of the resonant value Cr. Plotting these readings against 
capacity, a resonance curve such as Figure 2 is obtained, and 
from one of the following formulas,' the sum of the logarithmic 
decrements and 4 may be obtained. 

^ . * ^ ^ c, - ( \ 

If the (Ipcrcmcnt of the nicasuriiip; circuit lias hocn previ- 
ously determined, the decrement «i of tlie aerial circuit under 
test is at once ohtaiiied. 

Altho th<' ineasuremeiit of the h)garithmie decrement as out- 
Hned .ilxive appears to i)e comparatively simple, nevertheless, 
to obtain reasonalily consistent and accurate results, the observa- 
ti(»ns must be taken with c()nsi(leral)le care, tlie resonance curve 
must l)e plotted on a larf^e scale, and calculations must l)e made 
from several points on the curve. In fact, it is only with labora- 
tory conveniences that satisfactory measurements can be 
ol)tained. 

The instrument, which it is the purpose of this paper to 
describe, was designed for the purpose of facilitating the work 
involved in making measurements of decrement and yet permit- 
ting as great accuracy as can be expected in the ordinary hd)ora- 
tory method. These re(|uirements are particularly desirable for 
the purposes of the inspection service of the Bureau of Navigation 
in the enforcement of the radio communication laws. The 
inspection of a radio station on board ship, for example, has to 
be done (juickly and in many cases under very unfavorable 
circumstances. 

In Figure 2, « typical resonance curve is shown, and the 
task of obtaining the logarithmic decrement by the ordinary 
methoii is indicated. Identical results are obtained in a very 
much shorter time by means of the direct reading instrument. 

^ In practice it is found peniii.ssiblp to make tiie change in capacity from 
Cr to Ct Bttch that P becomes J^Ir'. thus making the expression uuier the 
radical sign equal to unity. * 
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FiouRB 2 — ^Kesooanoe Ciin e for Experimental Determinatioii of 

Logarithmic Decrt'tnont 

THEORY OF THE INSTRUMENT 

The shape of the moving plates or surfaces of the ordinary 
variable condenser in common use is such that for equal angular 
displacements of these surfaces from the position of minimum 
capacity to that of maximum capacity, an approximately 
straight line variation of capacity is obtained. It is evident, 
therefore, that for any given displacement of the plates, the 

JC 

percentage change of capacity, — will not be equal to that 
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olitained for an equal displacement of the plates at any other 
point. 

In order to make it possible to attach to a variable condenser 
a single predetermined scale giving values of logarithmic decre- 
ment corresponding to various percentage changes of capacity 
thruout the range of capacity of the condenser as defined by the 
Bjerknes formula, 

«i + *3« = sr5r- C,forlt- 

the capacity variation with equal displacements of the moving 
plates must be such that for any given displacement of the plates, 
taken at any point from the original position of the plates to 
their final position, 

C,-C JC 
* = — — a constant. 

C C 

The problem, therefore, of constructing a direct reading 
instrument for decrement measurements is largely that of 
determining the proper shape for the plates or surfaces of the 
condenser to produce a variable capacity such that for any given 

JC 

displacement the value of — will be constant tliiuout the range 

of motion of the moving surfaces. 

In other words, for a displacement of J A', Figure 3, 

Ci — Ci Cs — Ci C4 — C« Cii — Cn-i 



Ci Ci C3 Cn_i 

but if, 



then Ct* » CiCs, or Ct - \/CiCs 

similarly, Ci « y/Ct C4 

or, Cb - VCn_iCn+i 

It is seen, therefore, that the capacity of the variable con- 
denser must vary in accordance with the law of geometric 
progresdon, and it is now easy to formulate the equation giving 
the connection between the value of capacity and the position 
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Figure 3 — Capacity V.iryinn ii\ AcconiaiHH' with the Law of 

Geoiuftru- i'rugression 



of the moving plates, for siace the curve of capacity must obey 
the law of geometric progression, we have the following, Figure 4. 



at X 


« o let Co 


-aIC* = a 


then at x 


= 1 




= aK' 


X 


= 2 




= aK= 


X 

m 




c, 

• 


= aK» 

« 


X 


* 

= n° 




« 

= aK", 



or, in general, C = aK* (l) 

This is equivalent to equation (1) derived above.' 

^This law might have been deduced more directly asfoUows: The funda- 
mental rrquirement of the condenser may be written: 



dC 



— ndx 



(2) 



and 



.*. log C = nx + h 



For the case of a rotary condcaiser where is the displacement angle in 

degrees 

C-ae"* (3) 
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FiGi'KK 4 — Cleoiiirtric I'roKrcssion 

DKSICIX OK CONDKN'SKK 
Since the capacity of a ('(mdoiiscr is directly proportional to 
the active area of the movjible siirfac<'. iK'jjlcctinj; cd^c effects 
we may write, 

A being the area of the active surfac*' of th<' movitjji jilate. and ff 
the angle of dis|)iacemcnt. 

If we now consider Figun> .'), the actual shajx* of the moving 
plate can he deternuned. 




I'UJl'UE .') — Sli;i]u' itf Hf»t.ir\- Plate «)[ t Mt|.|i-ii-ff 



Coogle 



By analogy with equation (2) 

dA 



or, 



but| 



= 111 li ^ 

A 

dA = bra£"'M// 
dA --/P«-i*ld^ 



9 being the distance from the center 0 to the enveloping curve 
of the plate, or the radius vector, and r being the radius of the 
small circular space occupied by the separating washers between 

the plates. 



Then 



and 



l|^-ir2 = bm£""' 
2 2 

p «\/2bme">^4^r« 



I) and ni arc constants wliich (lctcrmin<' the minimum and 
maximum values of capacity of the condenser to lie used, and 
liaving elioseri these constants to suit our particuhir re(juirements, 
we can inunediately determine^ the size and shape of our phites 
and construct a condenser, tlie capacity of which will vary in 
accordance with the hiw of geometric progiression. 

In Figure G are sliown the stationary and rotary plates of the 
condens<'r. The stationary plates are made semicircular for 
convenience. 





FiauRB 6— Stationary Surface, Movable Surface 
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Equations (1) and (3) are identical and we may write 

or x[logK»m^ 

_xlogK 

If we assume that when 



therefore ™ — ^ 



I, ti = ISO" 



then 


180 


and 


180 

logK 


therefore, 


C = ae 


for 


e^o, Co«a 


for 


^=180" C,8o = aK 



hence, the ratio between jmaximum and minimum capacity will be 

- K 



Cn 

In order to o))tnin the ratio K which has been chosen to suit 
our particular requirements, a fixed condenser is connected in 
parallel with the rotary condenser. The capacity of this fixed 
condenser is determined experimentally. 

A rotary condenser constructed in accordance with the theory 
just given, with a fixed capacity connected in parallel with it, so 
chosen as to give the desired ratio between the maximum and 
minimum capacity of the combined condensers, will give a cali- 
bration curve in exact agreement with theoretical values. 

DETERMINATION OF DECREMENT SCALE 

It has been shown that since the capacity of the condenser 
to be used in the instrument varies in accordance with the law 

C — C 

of geometric progression, the term — in the formula, 
when I* - \ Ir' 

will remain constant for any given angular displacement of the 
rotary pUtes thruout the range of motion from (f to lS(f, 
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In order, therefore, to predetermine a scale which can be 
attached to tiie rotary condenser and wiiich will indicate directly 
the value of oi -f f\ for various displacements of the rotary 
plates, the following calculations are made. 

Case 1: "i -f «i = ~ ~- — 

where is the value of capacity at resonance and Ci is a smaller 
capacity of such a value that the current squared is reduced to 
one-half of its value at complete resonance. 

Since C, is proportional to e*^ and Ct is proportional to 
«"•', we may write 

Let ^ " + "2 for convenience, 

then, - ? + 1 - ^ -3 

and /y, — tfi = — log ^ " 

m. 1: 

The displacement angle Jtf = ffr — may therefore be imme- 
diately calculated for various values of ^ « Oi -j- «i. m is as before 
a constant dependent upon the ratio of maximum to minimum 

capacity of the condenser and is equal to -J^ , where K repre- 

seats this ratio. 

Case II: + *5, - ' ~ ^ ' 

where Cr is again the value of capacity at complete resonance and 
Cj is a larger capacity of such a value that the current squared is 
reduced to one-half of the value at complete resonance. 

Since Ct is j^roportional to and C, is proportional to 
then - , 



and '^2 - fl^^ — log -■ - 

and again, the displacement angle JO ^ B^ — ff^ may lie read- 
ily calculated for various values of ^ » ^1 + 4i> 
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For the particular case in question, the following angles and 
corresponding decrements as calculated are tabulated: 

Case I. Rcilucing Cn.sf II. Increas- 





capacity from rcs- 


lug capacity from 




onanee: 1^— #1 


reeonance: ft— 


0.05 


l'.2Q2 


1*.313 


0.10 


2 .564 


2.650 


0.15 


3 .821 


4 .008 


0.20 


5 .055 


5 .389 


0.25 


6 .272 


6.703 


0.30 


7 .472 


8 .222 



It should be emphasised that the fonnula 



does not strictly apply in cases where + ^ is great in com- 

C — C 

parison with 2;: and — ^-^ — is great in compariiion with unity. 

For ^ + ^ " 0.2 the formuUi may still be applied for practi- 
cal purposes with reasonable accuracy. In the foregoing tabuhi- 
tion etUculations have been made for + 4i fts high as 0.3, 
but the method and formula should preferably not be applied 
at values of + ^ greater than 0.2. 

It will be noted that the angles tabulated above are ver>' small, 
and if the decrement scale were attached directly to the shaft of 
the condenser it would be extremely short and difficult to read. 

In order to open out the scale, it is geared to the condenser 
shaft at a 6-to-l ratio, as shown in Figure 7. 

Furthermore, the dcorcment readings are taken in sudi i\ way 
as to simultaneously include both measun>ments as defined by 
cases I and II. The displacement angle is then the sum of the 
angles tabulated under these two cases. 

The value of this angle Jff = — could have been calculated 
directly from the forniulu 

( '2 -f Ci 

for since Ct is proportional to and Ci is proportional to 
then carrying out the method used in cases I and II we get 
directly, 

^i-^i = --log^^-^ 
m t: " o 
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FlGCBK 7 — Variable Condonsor. Showing Gears and IScales 
Mechanically Attached 



The final graduations for the decrement scale are obtained by 
multiplying — by the gear ratio of 6, as in the following 
table: 







(N-ii>X« 


0. 


0 


0 


0.05 


2*».605 


15^63 


0.10 


5 .214 


31 .28 


0.15 


7 .830 


46 .98 


0.20 


10 .444 


62 .70 


0.25 


13 .065 


78 .39 


0.30 


15 .694 


94 .20 



The decrement scale is marked to the left and to the right of 
sero in accordance with this table. 
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THE MEASUREMENT OP LOGARITHMIC DECREMENT 

Coiisidcrinjj; now Figure 8, the operation for measuring the 
logarithmic decrement is as follows: 



r 



f 




i 








0 




■a 




^f<f\ 1 1 1 1 j / rT>w 






Figure 8 — Diagram Showing Isolation Between Decrement Scale 

and Keiionuuee Curv e 

The rotary condenser is first set at the position of complete 
resonance as indicated by the maximum deflection of the sensitive 
hot-wire instrument, the scale readings of which are proportional 
to the current squared. This maidmum deflection is now reduced 
to one-half its value by decreasing or increasing the capacity of 
the rotary condenser. The decrement scale, which may be 
rotated independently, is now set at zero, then clamped so that 
when the condenser is again varied it will rotate with it. 
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Starting at the zero setting with the hot-wire instrument 
reading one-half the maximum deflection, the condenser is varied 
continuously in one direction until the needle of the hot-wire 
instrument makes a complete excursion from one-half deflection 
to maximum deflection and back again to one-half deflection. 
The scale reading now opposite the index mark O is the value of 
'^i + '^2, ''i being the decrement of the circuit under test and 
the known decrement of the instrument. 

It will be noted by referring to Figure 7, that it is desirable to 
make the zero setting of the decrement scale at the point of half 
deflection and also to take the final reading at t he point of half 
deflection, because at these points the resonance curve is steep, 
and consequently the settings are sharply defined and easily 
made. In this connection it will be noted that the formula 

does not involve the resonant value of capacity C,, but only those 
at the points of half deflection where the slope of the resonance 
curve is steep. This formula is therefore the most desirable one 
to use, and the decremeter is consequently operated in accordance 
with it. 

In Figure 9 a schematic diagram of the circuit is shown. 
I is a single-turn coil which may be connected in the circuit 
under test, as, for example, the aerial circuit of a radio trans- 
mitter. The inductance of this single turn is, in the majority of 
practical cases, small as compared with the total inductance of 
the circuit under test, and therefore will not affect the tuning 
adjustment. 

The coil L is the inductance of the decremeter circuit and is so 
arranged that the mutual inductance between it and coil I can be 
easily varied. It is very essential that the degree of coupling be- * 
tween the circuit under test and the decremeter circuit be small. 

Cy is the variable condenser to which the decrement scale is 
attached thru gears. In parallel with is a small condenser 
Cf which remains fixed in value after proper adjustment. 

H represents the hot-wire instrument or indicating device, the 
scale of which is so marked that the readings are proportional to 
the square of the current passing thru it. 

A crystal dector D is provided and the wave length of distant 
stations may be measured by using telephone receivers T. 

By means of a switch, the busser circuit R B £ may be con- 
nected to the instrument for calibration purposes. 

42 



Digitized by Google 




FiGUBE 9 — Diagnun of Connecti<nis 



Figure 10 shows top view of the instniment in detail. 




FiauRs 10— Top View of Decremeter 
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H "Scnie of hot wire instrument 

A i"Kiiob openttng vahnble oondenaer 
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8 BShort circuit releaae 

ZaZero adjuating screw 

a b» Terminate of condensers 

e d"* Terminate for Mriw oonnectioD 
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EXPERIMENTAL DATA 

In order to dot ermine the accuracy of the instrument for 
mea.surement of «i -f *h the following experiments were made: 

Experiment 1. — The decremeter was used as an ordinary wave 
meter, loosely coupled to the secondary of a quenched spark 
transmitter. A resonance curve was, obtained similar to that 

J s 

shown in Figure 2, and for several ratios + <^ was calcu- 
lated from the formula 

f2 



and the following values obtained: 



1.180 0.0970 

1.475 0.0893 

1.735 0.0911 

2.000 0.^ 

Average 0.0919 



A single measurement obtained by means of the decremeter 
used as a direct reading instrument gave at once a value of 0.091 

for f\ -f 

A further check was obtained by calculating the required value 
of ^'f — for <?i + ^ = 0.091 from the formula 

e?,-(?,-liogii±4for p = h,* 

m JT — ^ 2 
^'t — - 4**.75 by calculation 
Of^di^ 4**.68 as determined from the experi* 
mentally obtained resonance curve. 

Experiment 2. — ^In this experiment the decremeter was again 
loosely coupled to the secondary circuit of a quenched spark 
transmitter and a direct measurement made of + ^» A 
resistance, in the form of a short straight piece of about No. 40 
manganin wire, .was then inserted in the circuit of the instrument 
and a direct measurement made of ^ + ^'t + being the 

additional decrement due to the inserted resistance. 

The capacity of the condenser and the frequency of the 
oscillations being known, the value of the inserted resistance R 
was calculated from the formula 

and the following results obtained. 
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Test No. 1 

«i + «2 read from «i + *s+J«s read 
decrement scale from decrement 
of instrument scale of instrument 

0.132 0.168 

0.130 0.169 

0.130 0.163 

0.131 0.172 

0.130 0.167 

Average = 0.131 Average = 0. 1 68 

'?i + «2 + *^Oi = 0.168 
<Ji + ^ « 0.13^ 
Jdt 0.037 

Capacity of condenser at resonance » 334 

to = 2;rn = 3.66 X 10». 

Jo 

R = -7— * 9-63ft 

By measurement on D. bridge, 

R s 9.5ia 

Another test was made at a different frequency and conse- 
quently with a different value of capacity. 

Test No. 2 

^i + ^2-l-*^'5,=:0.155 
^ + ih «= 0.099 

Jo2 = U.U56 

Capacity of condenser at resonance = 764 ^.m/. 

w = 2 rn = 2.47 X 10" 

R = = 9.45" 

Value of R measured on D. C. bridge = 9.51. 

Test No. 1: R-9.63'' 
Test No. 2: R « 9.45° 

Average « 9.64° 

Experiment 3. — In this rt si-^taiicc was inserted in the 

secondary circuit of thf transmitter and the vahic of this resist- 
ance calculated in the same manner as in experiment 2. 
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TwT No. 1 
+ Jii, H- ^ - 0.141 
^1 + ^ = 0.080 
J^i = 0.052 

Capacity of condenser at resonance ■» 3900 m-m/* 

4o - 2-n = 3.35 X !()• 

R«i#--1.27° 

Value of R measured on D. C. bridge « 1.242° 

Test No. 2 

oi + J^i H- ''2 = 0.111 
^ + dt^ 0.074 
J^i = 6.087 

Capacity of coiideiLser at rosonaiu c = 3900 4*./*./. 

to = 2.43 X 10" 

R = = 1.24" 

Test No. 1: R = 1.27" 
Test No. 2: R = 1.24" 

Average = 1.255° 



DETERMINATION OF WAVE-LENGTH SCALE 

Since the capacity of the variable condenser in the instrument 
varies according to a definitely known law, it is possible to attach 
to this condenser a predetermined scale indicating wave lengths 
directly. The graduations of the wave length scale are deter- 
mined by calculation in the following manner: 

It has been shown that the capacity of the condenser may be 
expressed as C = ae"**. 
The wave length X is proportional to y/c 

therefore, A is proportional to \/ 

or il is proportional to e * — €°* 



where 
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Now let ^ be any wave length within the range of the instru- 
ment, and /f any otiier wave length desired, then 

and log 7 = n{^t — ^i) 

or - (^j = ^log^ = ^log^ 

therefore — ± — log^ 

m /i 

For the purpose of determining the graduations for the 
scale. ^1 may be any wave length, as, for example, 300 meters. 
Furthermore, may be taken as zero, for convenience, then 

<'t= =fc-log^ 
m *300 

From this equation may be calculated for any wave length 

^. 

The seale is arranged so that it can rotate about the shaft of 
the variable condenser independently but remains stationary 
when the condenser is rotated. A pointer is attached to the 
shaft of the condenser and travels over the scale as the conilenser 
rotates. 

In order to cover a wide range of wave lengtiis, several coils 
are supplied with the instrument, each coil covering a part of the 
range. It is necessary, therefore, to adjust the position of the 
wave length scale to correspond with the particular coil in circuit. 
Red marks on the wave length scale indicate the maximum wave 
length obtainable with the coils 1, 2, and 3, respectively. The 
position of these red marks is determined experimentally. 

THE MEASUREMENT OF WAVE LENGTH 
The variable condenser is first set at 180^, the wave length 
scale is then adjusted so that the red mark on the scale cor- 
responding to the coil in circuit is directly under the pointer 
attached to the condenser shaft. The wave length scale remains 
in this position and, as the condenser is varied, the pointer 
travels over the scale, indicating the wave length when resonance 
is obtained, as shown by the maximum reading of the hot-wire 
instrument needle. 

When the instrument is used as a receiver with detector and 
telephones, or as a transmitter using the buzzer, the wave length 
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scalp does not strictly apply for the wave length range hclow the 
90° position of the condenser. In these cases it is necessary to 
refer to calibration curves for the small correction. 

The instrument may be u.sed in an interesting manner for 
receiving audible signals from a source of undamped oscillations, 
such as an arc circuit or a high frequency alternator. To ac- 
complish this, oscillations are set up in the wave meter circuit 
by means of the buzzer and the telephone receivers are con- 
nected to the detector at T and to the binding post a instead of 
b (see Figure 10). Under these conditions, when undamped 
oscillations are induced in the circuit, a heterodyne effect is 
produced and the wave meter becomes a comparatively sensitive 
receiver of undamped oscillatioiis. Very weak harmonics existing 
in arc circuits may be readily measured by using the instrument 
in this manner. 

DETERMINATION OF THE DECREMENT OF THE INSTRUMENT 

To obtain the logarithmic decn'ment, <\ of the circuit under 
test, it is necessary to know ''2, the decrement of the instrument, 
in order that it may be subtracted from the scale reading which 

is Oi -f ''2- 

.\n ideal method for determining ''•> would be to charge the 
coiulenser of the instrument at a given potential and allow it to 
discharge tliru tlie circuit, first without inserted resistance and 
then with a known resistance inserted in the circuit, noting in 
each ca.se the reading of the hot-wire instrument. 

The energy in the circuit in both cases would then be equal 
and, 

Ii^R = la^ (R 4- JR) 

where R is the resistance of the circuit and JR is the resistance 
inserted. Then, 

Is' 

where Jo- and Ii* represent, respectively, the readings of the hot- 
wire instrument with and without inserted resistance, these read- 
ings being proportional to the square of the current flowing in 
the circuit. 

If the inductance L or capacity C of the circuit are known, 
02 is then determined for any value of «>, bince, 

0% s= rRCw = ~ -— 
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A method used in practice which approaches this ideal case 
very closely is as follows: 

EiuTpy is supplied to the instrunicnt l)V means of imi)act 
excitation, in wliich ease nearly free oseillations exist in the 
circuit of tlie instrument. These oseillations, therefore, have a 
frequeney and damping determined by the constants of the 
circuit. To determine the resistance of the circuit, readings of 
the hot-wire instrument arc taken with and without inserted 
resistance. The energy in the circuit, liowcver, would not in 
practice be strictly equal in the two ca^es and 

Ii^R « K V (H + Jll) 

It has been shown in previous works ^ on tliis subject that 

+ A + A 

where «i is the decrement nf t lie exciting circuit, the decrement 
of the instrument circuit, and -J'' tlu' additional decrement due 
to the insertion of a small resistance Jli. 

It is seen that for the case of impact excitation where oi is very 
large as compared to J^, K will be very nearly unity and for 
practical purposes we may write 

ii* - ij* ii: 1 

Where it is desired to make JR. the inserted resistjince e([ual 
to R, the resistance of tlie instrument circuit, wliich corresjxjuds 
to making J»* equal to "2, then for the case of impact excitation, 

On the other hand, il ''1 = 0 as in the case of undamped oscilla- 
tions, 

K«2and^»4 
In general, therefore, when it is desired to make the inserted 



*Lebrbuch der Drahtloscn Telegraphic. Zenneck, 1913, p. 142. 
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resistance JR equal to the resistance of the instrument K, the 

I - 

amount by which Ii' must be reduced or the ratio of =rr depends 

upon the ratio of ''i to «i, for when JS ^ 

= 1+ J, .1+ ' 

oi-rtn «i -h 1 

fit 

I " 

and for «i « 0, K » 2 and r; - 4 

^1= 00, K = 1 and- -2 

For intermediate values of , between 0 and 00 , K will vary from 

fit 

I • 

2 to 1 and the ratio A correspondingly from 4 to 2. 

*» 

Tlie most direct ami siinjilc method, however, for ohtaininj? 
'^2 is to excite the instrument by means of undamped oscillations. 
Then 

as shown in the earlier part of this paper. 

If suitable means for producing undamped oscillation are not 
available the method of impact excitation is very satisfactory, 
provided that ^1 is very large as compared with J^. 

The curves in Figure 11 give the values of <^ for coils 1, 2, and 
3, at various settings of the variable condenser. These values 
were obtained by the method of impact excitation. 

On curve 3 are shown values of ^ obtained by using undamped 
oscillations from a Poulsen arc as a source of excitation. 

In Figure 12, the assembled deeremeter is shown, with the 
cover of the canying ease turned back. As will be seen, the 
coupling and deeremeter coils and their supports are mounted 
for transportation in the cover. The function of the other parts 
shown is made clear by reference to the key of Figure 10. figure 
13 is a photograph of the interior of the instrument. To the 
right is the special variable condenser, and to the left the variable 
condenser which is set once for all in the initial calibration of the 
instrument. This latter condenser is of the rectangular sliding 
interwoven plate type. 

50 



Digitized by Google 




40* 60* 80* 100* 120* 14(^ 
FiGUBS 11 — Decrement of Instrumeat 



\«f 180" 



SUMMARY: A new type of direct-reading decremeter and wave meter is 
dMcribed. It is based on the BjerkneB method, but much simplifies the 
measurement and increases the accuracy thereof. The variable condenser of 
this wave meter is of a special type, the movable plates being cut to an ap- 
propriate outline. By placing a fixed capacity in parallel with this variable 
condenser, which fixed capacity is adjusted once for all in each instrument* 
a standard and predetermined calibration curve can be used with all instru- 
ments. The design and construction of the apparatus is given in detail, and 
a number of measurements with it are considered critically. Several meth- 
ods of determining the decrement of the instrument itself are shown. The 
instrument can also be used as an exciting circuit of known wave length and 
decrement. An interesting example of heterodyne reception of sustained 
I with this instrument is described. 
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FiCfURE 12 — DccrcnuMcr Motintini in Leather Csirrying C'sisc 
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RADIO FREQUENCY CHANGERS* 



By 

Alfred N. Goldbiiith 

For a t'onsiderable number of years after its inception, the 
development of radio transmission was bound up practirally 
completely with the generation of radio frequency currents by 
means of the discharge of a condenser in an oscillatory circuit 
which contained a spark gap discharger. The use of a section 
of an ionised gas in an oscillatory circuit has never completely 
satisfied those nienilxTs of the radio engineering fraternity who 
are most imbued with the older and more usual methods of 
generating various types of alternating currents. To them t\w 
employment of a s|)ark (which is a never failing source of thermal 
energy dissipation) has seenu'd an uncertain method, and they 
have always believed that the deterioration, uncertainty, and 
impairment of efficiency of such apparatus did not c()m})ensate 
for its simplicity and comparative inexpensivciicss. We siiall 
not here attempt to tlecide the rehitive merits of the spark 
methods of generating radio frequ(<ncv currents and the n(»wer 
alternator-frequency changer methods. Such an attem|)t would 
he necessary futile, since only time, ))atient develoj)ment of the 
frequency changers, and detailed ex])eriments under widely 
varied conditions could definitely settle the (|uestion. We shall 
merely confine ourselves to a description of the various types 
of apparatus wherel)y the frecjuency of an alternating current 
may be directly increased without the use of the usual gap 
discharger. 

Furthermore, we are comph'tely unconcerned here with the 
difficult and delicate (juestions of historical precedence of inven- 
tion. Unfortunately there can be but little doubt that the 
courts will l)e required to adjudicate the property rights of the 
various inventors in this as in so many other cases. It is only 
to l)e hoped that the deterrent influence of such patent litigation 
on the genuine scientific and commercial development of the 
frequency changers will be slighter than is usual. We shall 

* Delivered before The Institute of limlio Kugioeers, New York, October 
7, 1914; aod befwe the Boston Section, December 3, 1914. 
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attach the names of certain investigators to defiiiite pieces of 
apparatus as an indication that tho investigators in question 
have clearly described and claimed such apparatus in open 

publications. 

The first method we shall consider is dependent on electro- 
static induction and involves the use of moving parts. It was 
first described by Petersen.f The principle of the machine is 
illustrated in Figure 1. As will be seen, the terminals of a 

i-+--h-i 
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ox. 
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battery are connected to the plates of the condenser C. The 
capacity of the condenser C may be cyclically varied; either by 
altering the separation of its plates or by altering the dielectric 
constant of the medium between them. If either of these 
expedients is adopted, current will flow into the condenser and 
out of it cyclically, and by appropriate means, alternating 
current energy can be obtained from the arrangement. It involves 

t Petersen, German Patent Number 2578. 
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a simple type of transformation of mechanical energy into 
alternating electric energy. 

The type of machine just described produces the funda- 
mental frequency which is increased by the method shown in 
Figure 2. At A we have a high voltage source, e. g., a storage 
battery of many cells. Its terminals are connected thru large 
inductances to the field plates of generator I* Within the strong 
electric field thus produced, two sets of insulated plates rotate. 
Alternating differences of potential appear at the terminals 
of the rotating armature plates. By properly constructing the 
machine, with due regard to the necessary limits of tensile 
strength of the materials used, it may be possible to secure a 
fundamental frequency of 15,000 cycles per second. The termi- 
nals of the armature of generator I are connected thru the 
carefully adjusted inductance Li with the field plates of the 
second machine, which is a frequency changer. The inductance 
I4 is so chosen that the circuit in which it is placed is resonant 
to the frequency ni of generator 1; which may be, say, 15,000. 
In the electric field of machine II (the first frequency changer) 
there rotate the armature plates, and their speed of rotation is 
chosen so that they revolve synchronously with the electric field 
in which they move There will then appear at their terminals 
an alternating potential of frequency 2 Ui. The reiison for this 
is the following. Let Fm be the maximum field intensity in a 
vertical direction between the field plates. At any time t the 
field intensity will be 

F * Fm sin wt 
where a» » 2 r nt. 

Suppose that the armature plates have rotated thru an angle 0 
from the position shown in the diagram. Then, if m is a con- 
stant, the instantaneous difference of potential e between the 
armature plates is 

e = m Fm sin wt cos w t 
where w t « ^ 

If, now, we rotate the armature synchronously, so that 

w « «» 
m 

we have e » — Fm sin 2 art 

2 * 

It is thus clear that we are producing an electromotive force 
of double frequency. Physically this corresponds to the fact 
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that the alternating electric field which is due to the field plates 
may be regarded as the sum of two rotating electric fields, revolv- 
ing synchronously in (opposite directions. If now the armature 
also rotated synchronously, it will he stationary relative to one 
of the rotating component fields and will rotate with twice 
synchronous speed relative to the other component rotating 
field. The first of these rotating fields will therefore produce 
in the armature no alternating potential ditTerences. whereas 
the second will produce an alternating potential difference of 
twice the fundamental frequency. This principle should be 
remembered, since it is also extensively applied in radio frequency 
changers dependent on electromagnetic induction. As :in 
example of an important macbino wherein this method of 
frequency doubling is employed, the Goldschmidt alternator 
may be mentioned. 

It is therefore evident that in the first frequency chancer, 
an alternating potential difference having a frequency of 30,000 
cycles per second will be produced. The process of frequency 
doubling may be increased thru any desired number of steps: 
tho, in general with a consequent diminution in over-all efficiency 
of the system. It is also noteworthy that, by somewhat the 
same artifice as will l)o later described in connection with the 
Goldschmidt alternator, all the fre(iuencv transforming processes 
just described may be caused to take place in a single machine. 

As has been stated, each of the circuits consist iiifi of a pair 
of armature plates, a tuning inductance, and a j)air of field 
|)lat<*s of the next fre(|uencv changer, must be tuned to resonance 
to the appropriate fre()uency. The resonance condition, which 
is readily fultilled, is that 

or L C = 1 

where to is the angular velocity (2 - times the frequency), and 
L and (' are the total inductance and capacity of the circuit in 
(piestion. The final circuit compri.ses the armature of the last 
fn iu'iKv changer, a tuning inductance, and the capacity 
comi)Msed by antenna and groimd. 

It is as yet too early to decide even vaguely the i)robable 
commercial value of this tv])!- of machinery. It must l)e admitted 
that tlie electrostatic machine herein described can be built .so 
as to have tlie utmost simplicity. To avoid lo--t< tliru liigh 
voltage brush discharges, the entire machinery might be enclosed 
in compressed air. as ha< in tact already been done for the 
norm;d types of electrostatic generators. A marked increase in 
efficiency was thereby' producetl. 
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Still considering rotiiry machinery we pass to those frequency 
changers hased on electromagnetic induction. One of the simplest 
of these is that one worked out independently hy E. Arnold and 
D. Korda in 1893. The circuit diagram is shown in Figure 3. 
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In this diagram X and Y an' two field coils tliru which a single 
pha.se alternating current pas.ses. As a matter »)f practical 
construction a great number of arraugi'inents of such a Held can 
he employed: for example, a (Jramnie ring eminected to the 
alternator at two opposite points of its circuriifercnre. There 
will he produced, then, between tlie coils X and V a stalionar>' 
alternating field. The two coils .\ H and CI), which are mutually 
perpendicular, rotate in this field. In the figure each of these 
coils is shown as short-circuited, hut instea<l their terminals may 
he connected to a slip ring. If now the two coils mentioned 
rotate at synchronous speed, it can he shown that tliere will he 
induced in each of them, electromotive forces of douMe fn'(|uency. 
The proof of this is (piite similar to that already given tor the 
case of the elect rostati<' generator. Two ah<'rnating currents 
differing in pha.se hy 00 <legrees can he obtained from the two 
rotating coils, and the magnitude of these currents ean he 
brought to a maximum by apiiropriate tuning thru inserted 
conden.sers in the circuits comieete*! t«» the rotating roil-. It can 
\ye shown further that the sum of tlie tor<iues for an entire 
revolution is zero if the coils are rotating in phase with the field 
of the field magnets. 

If we desire to draw energy from tliis device, tliat is. to use 
it as a generator, the rotating coils must lead the field of the coils 
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X and Y. The process of frequency doubling herein described 
may be carried thru any number of stages. 

The arrangement described may be modified, as Korda has 
shown, by using stationary armature coils and rotating field coils. 
A number of ingenious modifications of this method are possible 
whereby direct current field excitation can be employed and 
also two phase alternating current excitation. In this latter 
case, it is possible to produce currents of double frequency but 
of cyclically varying amplitude; and such a method may well be 
applicable for tone production in radio frequency generators. 

Korda has worked out a very ingenious method whereby the 
frequency of an alternating current may be directly tripled. 
In Figure 4 is shown the arrangement previously described with 
an additional coil £ F. The field of the two coils A B and C D 
compound to a single fii Ul having an angular velocity of rotation 
which is twice that of the coils; that is, twice synchronous speed. 
If now this field were to rotate in the same direction as the coils 
rotate, its absolute angular velocity in space would be tliree 
times sx'nchronous speed, and if this could be accomplished, ' 
there would he induced by it, in the stationary coil E F, a current 
of three times the fundamental frequency. Unfortunately, in 
the arrangement shown, the field of ilic rotating coil rotates in 
the opposite direction to the coils, and therefore induces in the 
stationary coil E F a current of th<> fundamental frequency. 

In order to cause tliis rotating field to have the same direction 
of rotation as the coils themselves it is nect^ssary to displace the 
alternating eurrent in one of these coils by 180 degrees in phase. 
This can be done readily enough in the arrangement shown in 
Figure 5. Coils 2 and 4, which are mounted parallel to each 
other on the same shaft, are wound in the same direction and 
connected as shown, ("oils 1 and 3 are mounted parallel to each 
other on the same shaft, wound in opposite directions, and then 
connected. Coils 1 and 2 correspond respectively to coils AB 
and C 1) of Figure 4. It will he seen that inasniucli as the 
current in coil .'i has been displaced ISO tlegrees thru the use 
of the reversing connection, the field of coils 3 and 4 combined 
will rotate at twice synchronous sj)eed relative to these coils 
and in the same direction as that of tlieir rotation. There will 
therefor*' be induciMl in coils o and 13 a current of trii)le fr(Mju«'ncy. 
The device tlescribed is directly applicable to niulti{)olar machines 
and it is easily seen that a ra])id multiplication of frequency can 
be i)ro(luce<l by its use. It is further advantageous in that no 
brushes or slip rings are employeti. 
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A further method based on electromagnetic induction and em- 
ploying moving parts was described by Colien in the "Electrical 
World" in 1906. It was proposed to place a number of alternating 
ciirmit generators on the same shaft, as shown in Figure 6. 
The field of the first generator was excited by direct current. 
The armature of each generator was connected thru an a])])ropri- 
ate timing condenser to the field magnets of the next. The device 
shown is perfectly analogous to Petersen's method previously 
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Figure 7 
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(lcscril)t(l. As in that former case, there will l)e a doiiljling of 
fn'ciueiicy in each step. The alternators used in any process of 
this sort must he particularly adapted to their purpose. A 
minimum of iron should he used, particularly when working at 
tlie higher frequencies. Such iron as is used shouhl have a small 
hysteresis constant and should he very finely laminated. It may 
further he stated that the armature reaction in each of the 
frefpiency changers will require correction of the values of the 
tuning condenser of the field magnet circuit of tliat frecpiency 
changer, this correction lieing different for each different output. 
The varying permeahility of the iron coils employed will intro- 
duce a certain error in tiie tuning, and somewhat diminish the 
over-all efficiency. 

It remained for Dr. H. (»oldschmidt to work out the method 
descrihed in (lerman jjatcut Xumher 208, 20(), wherein all the 
changes of frequency performed hy separate machines in the 
previous method take place in a single machine. It is not 
necessary for inv to descrihe this method in detail. A full 
descrii)tion of it is found in the Proceedings of the Institute 
OF Radio Engineers, Volume 2, Numher 1, page 09, et seq. 
The method is diagrammatieally illustrated in Figure 7. Herein 
the battery B supplied the current necessary to excite the field 
magnet S of the stator. L is a large inductance intended to 
prevent the flow of alternating currents thru the battery circuit. 
In the field of the stator S is a rotor which is short circuited for 
the fundamental frequency by means of the capacities Cs and C4 
and the inductance L.. It is to be noted that R and Ci alone 
would be in resonance to the fundamental frequency, as also 
would Lt and- C4. The complete circuit RCaLjC^ therefore con- 
tains approximately twice the inductance and half the capacity 
of either RCs or LtC4. Its period is therefore the same as that of 
either of these, and even if Ltd were to be short-circuited, the 
rotor would still be resonant to the fundamental frequenc}-. 
A perfectly similar arrangement is adopted for the stator by the 
use of the circuit S Ci I4 Cs, except that the circuit in question 
Is tuned to twice the fundamental frequency. It will be seen 
that as the rotor revolves in the field of the stator, powerful 
currents of the fundamental frequency will flow thru it. The 
great magnitude of these currents is due to the fact that tha 
rotor is itself part of a circuit resonant to the fundamental 
frequency. If we consider the field of the rotor, we may regard 
it as resolved into two component fields of constant and equal 
magnitude, rotating in opposite directions relative to the rotor. 
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Their absolute angular velocity relative to the stator will there- 
fore be zero and twice synchronous speed respectively. There 
will therefore be induced in the stator electromotive forces of 
twice the fundamental frequency (and aero frequency); and 
since a circuit resonant to the double frequency is provided, 
powerful currents will flow thru the stator. These alternating 
currents of double frequency will induce in the rotor electro- 
motive forces of frequencies 3n and n, where n is the funda- 
mental frequency. By means of the condenser C5, a path resonant 
to the frequency 3n is provided in the rotor. By properly choosing 
the constants of the various rotor circuits, the current of fre- 
quency n mentioned first can be made very nearly to neutralize 
the second current of frequency n which we have mentioned. 
The reason for this is that these currents may be brought to 
nearly complete opposition in phase, and equal amplitude. .There 
will be left then in the rotor a powerful current of triple fre- 
quency. Its field may be resolved into two equal and constant 
revolving fields, rotating in opposite directions, with absolute 
angular velocities twice and four times the fundamental angular 
velocity. There will therefore be induced in the stator, currents 
of frequency 2n and 4n. Of these the current of frequency 2n 
will nearly completely neutralize the former current of frequency 
2n in the stator, which was mentioned ahove. The outstanding 
current of frequenc\ In. in the diagram of Figure 7. is shown as 
flowing into the capacity and inductance formed by the antenna 
a and the ground b. 

In piMctiV'f, very finely laminated iron of high quality, 
worked fur below the saturation value of flux density, is used in 
these machines. Tin- air gap between rotor and stator is kept 
as small as possible, and in some cases special metliods of cooling 
the macliine are employed. In order to prevent the radiation 
l>y the antenna of some of tlie lower frequencies, it is desirable 
to keep the coupling between the various oscillatory circuits 
at moderate values. Too large a coupling also tends to dis- 
tributi' the energy absorption in the circuits of lower frequency 
instead <•! idiiccnt rating it in the circuit of highest frequency. 

In HUM, Leon Houthillon described an ingenious type of 
generator, intermediate in type between a rotary converter and 
an alternator. It de|)ends on the following princii)le. If. in 
any circuit, there are a number of alternating r-leetroinotive 
forces of any wave form, and each of these is e(iually disj)laced 
iii j)hase relative to tlie preceding, under certain ('(tndit ions the 
resultant electromotive force has a much greater frequency than 
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any of tho component forces and a very appreciable amplitude. 
Analytically and more exactly expressed: if there are m such 
electromotive forces, each of frequency n, and the phase dia- 

placement of each relative to the preceding is " where G 

m 

is a whole number, the resulting electromotive force has a 

frequency ~n, where V is the greatest common divisor of G 
and m. The amplitude of the resulting potential difference is 
the product of m and the amplitude of the ™th term of the 

Fourier's series expressing the original electromotive forces. 

To carry out this idea, we need only use an alternator having 
Y poles in the field, with the annature rotating U times per 
second. Then 

UY 

If the armature has m conductors, the phase displMccment of 

the electromotive force in each relative to the preceding will 
- Y 

be BouthiUon has calculated that a machine could be 

built with the following characteristics: peripheral velocity of 
rotor = 100 meters per second, outer diameter of pole suj)ports = 
151) rentiineters, 40 revolutions per second, 2,401 (=49x49) 
turns on rotor. 49 pairs of poles, final fre(juencv 9(i,040 cycles, 
corresponding to a wave length of 3,124 meters, rotor of solid 
steel, output 100 kilowatts. Such a machine, he states, could 
be built in any good electrical factory. 

The desired overtones in the component electromotive forces 
are exaggerated by properly shjijiing the pole pieces, and by 
coupling suitable resonant circuits. The machines should be 
suitable for producing musical tones l)y the u.^e of alternating 
current excitation, and are also applicable to the field of radio 
telephony. 

We pass now to frecjuency transformers without moving parts. 
In the following we shall consider only such methods as d<4iver 
appreciable amounts of energy at a reasonal)le efficiency. The 
first we shall consider is the method described by Kruh (in 
American patent No. 787,193 of 1905). The somewhat com- 
plicated wiring diagram of the complete arrangement is shown 
in Figure 8. At the bottom of the figure is the mercury arc 
rectifier on which the whole arrangement is dependent. It has two 
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anodes c and cl, one catliodo K. and two auxiliary anodes for start- 
ing the arc. To ignite the arc the rectifier is tipped in one direc- 
tion or the other, while the auxiliary lighting circuits are closed 
thru the switches a, h. So soon as the current flow is established, 
the switches are opened, automatically or otherwise, and the 
normal operation of the arc between K and c, d begins. The 
two coils g and g, f are the halves of the secondary of a trans- 
former, the primary u of which is supplied with a current of the 
fimdamental frequency n. The four coils q, s, m, and n, are 
inductances, the connecting points of which are joined thru 
the small resistance R. Between the points g and p can be 
drawn a current of double frequency. The explanation of the 
phenomena follows. 

If, at any given time e is the positive end of the secondary 
of the transformer, current will flow thru the anode, c to the 
cathode K and thence to the point p where the current will pass 
thru two alternative paths. One of these paths is to the double 
frequency circuit and the remaining portion of the current, 
after passing thru the inductance q assists in magnetizing the 
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core of the transformer. There is also stored in the core of the 
inductance q a certain amount of energy, and this energy storage 
continues until the peak of the positive path of the alternating 
current wave is reached. Tliereafter, in accordance with Lenz's 
law the coil q tends to keep the current flowing in the positive 
direction. This ilischarge current of the choke coil (i also has 
.the choice of two paths. It may pass to the cathode K by means 
of the anode d and thence return to the point p thru the circuit i. 
Another portion thereof will flow thru the section f, g of the trans- 
former secondary into the double frequency circuit and thence 
back to p. 

It is to be noted that while the current amplitude was increas- 
ing, the current flow in the doul)Ie frequency circuit was away 
from p. })ut that during the second half of the positive portion 
of the alternating current wave (that is, during the decrease of 
current amplitude l the direct ion of current flow in the double 
frecjuency circuit was toward the point p. Evidently then, 
during a half cycle of the primary current there is produced in 
the double fretjuency circuit a complete cycle of current changes. 
It is evident, therefore, tliat the device is a fre(iuencv changer. 
The function of th(* extra choke coils ni and n is easily under- 
stood. The los-^es in the core of the inductance (| during the time 
that its core is lieing magnetized are necessarily greater than 
durmg the time of its de-raagnetization. A disymmetry in the 
double fretjuency current would be thereby produced, and this 
disymmetry is minimized by the use of the «'.\tra inductances 
m and n and the resistance H, The current thru the inductances 
s and q is thereby made larger than the arc current. The 
resistance R also prevents the arc current passing into the 
double frecjuency circuit thru the conductors 1 and z and then 
thru i. A nearly imiform alternating double frefiuencv current 
is thus produced. Inasmuch as it has Ikcm shown that mercury 
arc rectifiers can be (jperated at a good I'tticiencv even at radio 
fre(|uencies. it would seem that the method of Kruh might be 
applicable in radio work. 

We pass to the methods of fre(iuency change involving the 
use of the electrolytic cell rectifiers. If we study the behavior 
of an electrolytic cell employing a solution of alum as tiie eh'ctro- 
lyte and carbon and aluminum as the electrodes, we discover 
tluit it permits the passage thru it of current only in one direc- 
tion, namely, from the aliuninuni to the carbon. In Figure 9 
is shown an application of such a cell to a fref|uency changer. 
\\ and V2 are two such electrolytic cells; and Si and are the 
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primaries of two transformers of which S' and S" are the second- 
aries. It will be noticed that Vi and Vt are connected with 
opposite polarity in their respective circuits, and that in con- 
sequence current can flow thru Si only in one direction and thru 
Ss in the opposite direction. Furthermore, coil Si is wound i& 
the opposite direction to coil St. On the other hand, S' and 
are wound in the same direction. In Figure 10, curve a shoirti 
the current passing thru Si, and the consequent magnetic flux 
thru the corresponding transformer core. Curve b shows 
sinularly the induction in the core of the second transfomMT. 
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The total maf^iu'tic iiidiu'tion for both transturiiu rs is shown in 
curve c. It will he seen that during the time of a >in^le alterna- 
tion of the supply current there are two maxima and two minima 
of tlie magnetic induction in the transf()rmer cores. It is there- 
fore clear that there will he i)roduced in the circuit containing 
the two secondaries a current of double freijuency altho the wave 
form of this current will he noticciilily distorted in view of the 
non-sinusoi<lal character of the magnetic induct io!K 

If it is tlesired to draw any apjireciahle amount of energy 
from the frequency clianger, the inductance L and the cai)acity 
C are connected -in series with the two secondaries, thereby 
bringing that circuit to resonance with the double frequency. 
Zciuicck has done a considerable amount of valual)le work along 
these lines and has found these cells to be usable at radio fre- 
quencies. However, the passage thru them of consideralde 
energy is attended with certain difficulties based on excessive 
heat lilt: and deterioration of the electrodes. Tsing a cell having 
lead and aluminum electrodes in a 5 per cent solution of ammo- 
nium ijhosphate, Zenneck has demonstrated the production of 
the double frequency in an admirably clear way by the Lissajous 
figures. A Braun tube oscillograph was employed. Near the 
cathode stream were placed two mutually perpendicular coils, 
one of which wa.s connected to the primary circuit of the fre- 
quency transformer and the other to the .secondary circuit thereof. 
The familiar lissajous "figure of eight/' which signifies a ratio 
of frequencies of two to one, immediately appeared on the 
screen (Figure 10). 

Among the other circuit arrangements suggested by Zenneck 
are those shown in Figures 11 and 12. In Figure 11 only a single 
transformer is used, and in spite of the interaction Ijetween Si 
and in that case, a double frequency- secondtiry current is 
obtained. In Figure 12 a transformer with hut a single winding 
on both primary and secondary is employed. The current path 
during a half cycle in this case is thru the path Vt Si Vi. During 
the second path of the cycle the current path is Vi Si V4. 

Continuing the consideration of frequency changes without 
moving parts, we come to a method for tripling the frequency 
directly by taking advantage of certain characteristics of an 
Wiiiiniy alternating current arc. It is well known that the 
polentiid difference at the terminals of an alternating current 
mis tiu^liave the form shown in Figure 13. So greatly deformed 
• a wave form naturally suggests the existence of strong upper 
harmonics. It is in fact found that if we decompose this curve 
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into ('(iinponcnt waves of the fundamental and other freciuencies. 
tlie tliird liarnionie is very prominent. In Figure 14, curve <i 
represents fairly accurately the potential difTerenee at the 
terminals of the are. Curve h shows one of its components; 
namely, that of the tunilamental frecjuency. Curve c shows the 
comi)onent of triple frecjuency; in fact, curve n is merely the 
sum of curves b and c. A circuit arrangement which can he 
employed to advantage under these conditions is given in 
Figure 15. The circuit L C is tuned to the triple frequency, 
and the inductances D prevent to a certain extent the triple 
fre(|uency current from getting back to the alternator. The 
arrangement shown further permits obtaining the fifth, seventh, 
ninth and so on, frequencies, provided the circuit L C is tuned 
to the appropriate frequency. In fact, Rukop and Zenneck 
have done considerable work for the C9se where the frequency 
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of the circuit L C was 300 times the fundamental frequency. 
For details of this investigation, the reader is referred to their 
article in "Annalen der Physik," 1914, Volume 44, \Kigv 97. 

We consider now the extremely important cases wherein 
stationary frequency changers are employed, their operation 
being dependent on electromagnetic induction and the peculiar 
pro])erties of iron. In Figure 16, is shown a typical B-H (magnet* 
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izing force-induction) curve for iron. Let us suppose that the 
magnetisation of the iron has been brought to the point x. 
If now, by means of a superposed alternating magnetizinjg force, 
equal increments and decrements be added to the magnetizing 
force, the magnetic induction will increase during the positive 
half of the cycle by the small amount e f . On the other hand, 
during the negative half of the cycle, the induction will diminish 
by the considerably larger amount x d. The explanation of 
this phenomena is to be found in the well known magnetic 
saturation qualities of iron. In other words, a marked deforma- 
tion from a sinusoidal variation of magnetic induction will occur 
when nearly saturated iron cores are employed. Such a deforma- 
tion always leads to the production of upper harmonics, and it is 
upon this principle that the entire series of frequency changers 
emplo3ing iron is based. 

A modification of tlie method just mentioned, and one of a 
higlily ingenious sort , has hcvn dcviseil by Dr. R. Goldschmidt. 
It will be remembered that Rutherford first showed that remanent 
magnetism in iron could be destroyed by an alternatinfz; current 
field of high frequency. Furthermore, the hysteresis loop of 
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iron for a magnetic cycle is much diminished in area if the ifon 
is at the same time placed in a weak high frequency field. 

Consequently it follows that if a piece of iron he magnetized 
longitudinally by a direct current field and transversely' by an 
alternating current field, any slow variations in the direct current 
field will show only small hysteresis effect. A rough physical 
explanation of this phenomena is given by the consideration that 
the transverse magnetization keeps the elementary magnets of 
the iron in a mobile condition and therel)y permits the longi- 
tudinal field to control them accuratelv and instantaneously. 
The large "static friction" !)etvveen them is replaced by a 
much smaller "dj'namic friction." Furthermore, if a direct 
current transverse field be employed, the effective permeability 
of the iron for the longitudinal magnetization will be diminished, 
and the hysteresis loop therefor will be changed in slope. We 
have here the interesting situation that two mutually per- 
pendicular coils may react on each other thru the influence of 
the medium between them, and in spite of their apparent zero 
mutual inductance. 

The arrangement used by Ooldschmidt is given in Figure 17. 

a a 

t I r 

< A A A A A A r\ A A r> A A A fV I 
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The iron tube r is magiK'tizcd longitudinally laxi.'dlyi by ini-ans 
of the coil « and is magnetized transversely by means of the eoil h. 
If the longitudinal magnetization is i)rodure(l by dirict current 
and the transverse magnetization by alternating rurrent. lioth 
the positive and the negative maxima of tlie alternating trans- 
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verse field will cause inininia in the strength of the longit udinal 
field. These variations in the longitudinal field have, therefore, 
a frefiuencv which is twice timt of the alternating current sup- 
plied to the transverse field. 

If now we connect across the terminals of coil <i a condenser, 
whereby coil a and the condenser are resonant to the double 
friMiuency, and if we simultaneously place in the large choke coils 
direct current supply lines to the coil n to prevent alternating 
current getting back to the direct current source, we shall l>e 
al)le to draw considerable amount.s of double frequency energy 
from tlic terminals of coil a. 

Hy a further artifice we may carry the process of frequency 
transformation forward any desired number of steps. If we have 
a direct curre!it as well as an alternating current flowing in the 
transverse magnetizing coil 6, the double frequency current in 
coil a will produce a quadruple frequency current in coil b. 
The next step will give u.s a current of eight times the fundamental 
frequency in coil a, and the process may be continued thru any 
desired number of steps. Any of the upper frequencies may 
be brought to resonance and energy absorbed at that frequency 
by appropriate tuning. The limitations of the process as* to 
energy output are based on the small amount of iron which is 
available in any arrangement of this sort and the consequent 
over-loading thereof. 

The method next described was shown by Epstein in 1902 
(German patent 149J61) and has since been worked out 
and amplified in detail by Joly in 1910, and by Vallauri in 
1911. The circuit arrangement employed is shown in Figure 
18. As will be seen, an alternating current source A sends its 
current thru the primary Pi, Ps of two transformers. These 
primaries'may be either connected in series or in parallel. They 
are wound oppositely. A direct current source B supplies two 
auxiliary coils Mi, Ma, which coils are wound on the transformer 
cores. These direct current coils are also wound oppositely. 
The secondaries of the transformers Si St are wound in the 
same direction and connected as shown. 

The operation of this device is as follows: The direct current 
magnetization of each of the transformer cores is such that it is 
working at the knee of the magnetization curve. If we consider 
Figure 19, curve a, we shall have a representation of the varjring 
magnetic flux or induction in one of the transformers. The 
dotted horizontal line represents the constant direct current 
induction, the full line represents the resulting induction. It 
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will bo seen that when the positive half of the alternating current 
cyclo is taking place, there is only a small increase in the magnetic 
induction, whereas when the negative half cycle is taking place, 
there is a large diminutioa in th( iii liK tion. It will be noticed 
that the direct current coils and the alternating current coils 
on tlic two transformers are wound so that during the positive 
half cycle they assist each other on one transformer and oppose 
eacli other on the other. From this it follows that the induction 
in the second transformer is given by curve b, which la^s practi- 
cally 180 degrees behind curve a. The resulting total induction 
is given by curve c, and is seen to have a double frequency. 
In Figure 20, oscilligrams of the phenomena mentioned are 
shown. Tlie voltage at the terminals at one of the transformers 
is given by Ei; that at the terminals of the other transformer by 
E2, and there is also sliown the resultant voltage, namely £i-£i. 
This latter is seen to be of double frequency. 

A simplified modification of the circuits shown is given by 
Vallauri, and is illustrated in Figure 21. It will be seen that 
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only a single transformer is u-cd. and l liat a .-^jx rial >mall auxiliary 
transformer T i> ciniiioyiMl, whereby tlie double tre(|ueiicy alt<>r- 
natin^; current which is induced in the direct current circuit is 
neutralized and >uj)j)re>>ed. All the arrangements d(>>cril)ed are 
readily adajitabie to use with twt) pliase and polyphase currents. 
Some intere.*>ting data is given by tlie inventor. Using a 0.5 
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kilowatt transformer without tuning capacity, and with fairly 
large leakage, an efficiency of 0.75 was obtained. It wa.s possible 
to increase this efficiciu v still further by making the alteration 
in flux density considerably larger than in the usual transformer. 
In all frequency changers of this type, the secondary voltage 
leads the primary current considerably, and the device works at 
a low power factor; say under 0.5. 

Joly has described a method for directly tripling the fre- 
quency, using iron core transformers. It depends upon the 
following principles. If we .send an alternating current thru 
the primary of a transformer, and arrange that at the maximum 
current point of the cycle the iron core shall still be working far 
below saturation, the induction curve will be a peakeil curve 
such as is shown in curve c of Figure 22. On the other hand if we 
work the iron at saturation value for the maximum current point 
of the cycle, we shall ol)tain a very fiat-topped induction curve 
as shown by curve b of the same figure. If two such primaries, 
of the da.sses mentioned, are connected in series in opposite direc- 
tions on two transformers, as shown hy Sj S.. of F'igiire 2'A, th<' 
resulting secondary electromotive force will he of triple freciuciK y. 
This is clearly .seen from curve d in P^igun- 22, which curve 
represents the dltTcrence of the two induction curves in the 
separate transformer. It will l)e noted that the .secondaries, 
and S". are wound with aj)propriate numbers of turns, so as 
to compensate for the ine(iualities in the tunnlK-r of turns of Si 
and S2. Furthermore the secondary circuit is carefully tuned 
to the triple frecjuencv. Needless to s;i> a very rapid niulliplica- 
tion of frefjuencv can be obtained by tiiis method. For exanij)le, 
the frecjuency can be raised 81 times in only 4 st<'i)s. In the fore- 
going, the author has utilized among many other sources, dis- 
cu>-ions on the subject f)f radio fr((|uencv generation and 
multiplication by Professor H. (llatzel and Dr. F. Kock. 

It is our belief that the most fruitful results in the H<'ld of 
radio t<'lej)hony may well be obtainable by the use of one or the 
other of the fr<'(|Uency changers which have been herein described. 
One of the difiiculties in j)ractic;il long distance radio telej)h()ny, 
and it is a very serious difficulty, is the control or modulation 
to speech form of the outgoing energy by an ordinary micro- 
phone transmitter. I'p to the present time, it has not been 
possible to replace the ordinary transmitter ))v any simi)le and 
at the same time reliable device. We are therefore driven to use 
.some method of trigger control whereby small changes in the 
re»ii»tance of the microphone transmitter, such as are caused by 
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speech, will j)ro(lu( e ))rop(»rti()iiate l)Ut highly magnified changes 
in the Miiiount of radiated energy. The various freriuency 
<'hanger> de>crii»e(l lend theinselve.< adrnirahly lo different ftirnis 
of trigger control of output. For example, many of them are 
very .sen?iitive to a small change iii tuning in one of the inter- 
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mediate steps. K, therefore, we shunt one of the tuning con- 
densers in the iron core type of frequency changer by either one 
or more microphoneSt we are given a ready means of controlling 
the output to a certain extent. Still another possibility b given 
in some of these types of transformers just described if we cause 
the microphone to vary the direct current magnetiiation which 
brings the iron cores to the saturation point. Since the proper 
operation of the Joly frequency transformer is largely dependent 
on an accurate adjustment of the core magnetiaation, it is clear 
that microphone control thereof should be successful in practico. 
The Telefimken Company, which has widely experimented with 
ihv Joly transformer, ha.s attained considerable success in radio 
telephony by some of the abov<' means. 

It seems to the writer that the apparent trend of high power 
radio design is in the direction of the moderately high or even 
radio frequency alternator, employed in conjunction with one or 
more of the frequency chancers. So far as radio teU'phony is 
concerned, this direction of development should be highly favor- 
able to success. 

SUMMARY: Starting with the principle that a coil (or capacity I rotating in 
« tingle phase alternating magnetic (or electric) field, may be regarded at 
producing a magnetic (or electric* field rotating with double frequency, a 
number oi frequency doublers and multipliers of magnetic and electric 
nature are described. Under this heading, tht reflection or Qoldsehmidt 
alternator is considered. A typical mercury arc frequency doubler if treated. 
The use of electrolytic rectifier cells in increasing frequency is discussed, 
and a number of useful arrangements of this type shown. Frequency multi- 
plication by the use of the arc is also handled. A detailed description of a 
number of frequency changers depending on the nature of the magnetising 
force-induction curve of iron follows. The application of the resultt to the 
field of radio telephony, and the possibility of adequate trigger oontrol Of the 
outgoing energy by ordinary microphones ie considered. 
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NEW YORK SECTION 

John Stone Stone: There is no doiiht as to the iin|)ortaii('e 
of the frequency changer, and it is particularly pleasing to know- 
that T^r. Gohlsmitli regards some of the stationary fre(piencv 
chanjicrs as promising, hccause on shi})l)oard. where tlu* vast 
majority of radio sets are going to l)c for many years to come 
the high speed dynamotors are bound to be excluded for mechan- 
ical re.'isoiio:. 

Tlierc is one further t\'pe of freciuencv changer to which 
reference may he made. A friend ot mine in Boston (Mr. Sewall 
Cabot) has worked out a synchronous pole changer wliich, in 
connection with the discharge of a condenser, is capable of con- 
verting direct to sinusoidal alternating current and alternating 
to direct current. This j)rinciple has been patent e<l for u.se in 
X-ray work, but may well be applicable to tlie radio field a^^ well. 

Guy Hill : There seems to me to be one serious drawback 
to the methods of frequency transformation described; namely, 
the inability to change wave length quickly (and continuously, 
if need be). Of course, thi.-^ would not make mucli (lifTerenee 
for long range stations working on fixed wave lengths, but it is 
of great importance in military work, particularly in time of war. 
Until some such method can be devisetl for the frequency 
chuigers, the rapid changing of wave length po.'^sible with the 
arc transmitter as developed by the Federal Telegraph Company 
will make this system more valuable than any of the frequency 
changing systems described. 

John Stone Stone . Some of us are inclined to believe that 
ability to change frequency rapidly is of importance in com- 
mercial working thru serious interference as well as for military 
purposes. Furthermore, the only practical secrecy systems 
known at present depend on a rapid switch control of wave 
length, such as would prevent the enemy from following the 
messages. 

Guy Hill: I have heard, however, that it is possible, 
using the Goldschmidt system, to build apparatus which will 
permit rapid change of wave length. 

H. E. Hallborg : In connection with the study of frequency 
changers, the interesting question arises whether it is necessary 
to use them at all in connection with very long distance trans- 
si 
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mission from hir^c stations. The Ircciucncv nniltii)lyinf^ devices 
doscrihcd have all. I boliovo, an initial frtHjUcnfy of say 10.000 
ryrlos por seconci. This, however, is not far from tlie operating 
freciuency of the New Hrunswiek, N. J., station. Sin<'e successful 
transmission across the Atlantic has been accomi)Hshed from 
New Hniiiswick at a freciiiency of 19. (KH) cycles, it seems that 
the source of initial |)ower descri])ed could he quite efficiently 
appHed to an aerial of the size of the one at New Brunswick 
without the necessity of further increasing the fretpiency. Thi.s 
brings up the oj^en cpiestion: how low may the frecpiencv of a 
transmitter be for suceessful long distance communication? 

Alfred N. Goldsmith : In favor oi the use of low frequencies 
for radiation are the faets that the original alternator may be 
of low frequency and therefore standard and inexpensive; and 
that if a frequency changer is still employed, less steps in the 
transformation are necessary. The over-all efficiency is there- 
fore fairly high, and the machinery comparatively simple. On 
the other hand, a much larger antenna, ground, and tuning 
system are necessary. If land is expensive, the use of an 
extremely long antenna is sometimes prohibited on the score of 
cost. It will be seen that the most advantageous frequency of 
radiation is a fairly complex function of 

(a) Cost of land; 

(b) Cost of towers, and wires for antenna and ground; 

(c) Cost of erection of large antennas and placing of grounds; 

(d) Cost of alternators (as dependent on frequency) ; 

(e) Cost of frequency transformers (as dependent on number 
of stages of transformation) ; 

(0 Over-all efficiency of complete set (taking into account 
the cost of fuel, the cost of operation, freedom from 
interference by static at various frequencies, and the 
absorption in transmission at various frequencies) ; 
(g) Rate of depreciation of such antennas, ground, alter-, 
nators, and frequency transformers as recjuired at 
various frequencies. 
In fact, even the current state of the money market, and the 
terms on which loans may be secured will exert a considerable 
influence on the type of machinery chosen and the proper 
frequency therefor. 

Lester L. Israel: It is of interest to note that heating of the 
iron core of the frecjuency transformer has been resorted to in the 
search for higlier efhciencies. Hans Bona of fierlin has recently 
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patented (D. R. P., Number 208,161) a method for frequency 
transformation above 1,000 cycles along the lines of the saturated 
iron core transformer described in the paper. 

The interesting leature is that iron heated to about the 
critical temperature is used lor the core. At this temperature, 
the permeability is large for small values ot the magnetomotive 
force (/A — 12,000 for Us0.15), and diminishes sharply for 
higher values (m = 1 ,000 lor H »9). Consequent ly a flat-topped 
magnetic curve suitable for frequency transformation is obtained. 
Since the specific resistance of the iron is greatly increased, 
eddy currents are diminished. Hysteresis losses decrease from 
3,660 ergs per cc. at W C. to 120 ergs per cc. at 764.5'' C. 

It is held that high efficiencies of transformation are thus 
obtained. 

William Dubilier: In the paper which has been presented 
this evening, there have been shown some widely different forms 
of frequency changers, all to be used at radio frequencies. I 
would like to add that a large amount of research work has been 
going on for some time to produce currents of audio frequency 
directly from direct current. In a machine that I constructed 
to obtain these musical frequencies from direct current, a vibrat- 
ing or revolving member was employed for breaking the direct 
current source; but so connected with an auxiliary oscillating 
circuit, that altbo it opens the circuit, it does not actually 
interrupt the current. The method used has been fully described 
in the ''London Electrician'' of December 12 and 19, 1913, and 
the ''Revue de Radiotelegraphie et Radiotelephoni^" (T. S. F.) 
of April and May, 1914. 

It was interesting to note from these experiments that the 
mechanical motion can be controlled by simply varying the 
capacity or inductance of a controlling circuit. That is to say, 
the mechanical interrupter can be forced to come to the same 
frequency as that of the oscillating circuit. If the proper in- 
ductance is inserted in the primary circuit, and the proper 
capacity in the oscillatmg circuit, there will be a time when the 
discharges of the condenser in the negative direction will entirely 
neutralize the primary current; and at this point there will be 
no current flowing in the primary of the transformer. The 
oscillator or interrupter will then be released without any arcing 
or sparking. On the other hand, when the condenser charges 
in the same direction as the primary current, the en< r<:\- thru 
the transformer becomes the sum of the primury and condenser 
currents, thus giving the wave a higher amplitude. 
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By means of this method, I have been able to build an 
apparatus for producing a uni-directlonal pulsating current with 
a sine wave, and at a frequency of 1,000 cycles per second using 
direct current. 

I have made experiments using this method of tuning the 
oscillating circuit to a mechanical interrupter and have obtained 
radio frequencies. It is posable to transform a direct current 
into an alternating current of radio frequency with a high 
efficiency by means of a revolving commutator whose segments 
were about one-thirty second of an inch wide, the space between 
the segments having the same value. This commutator is made 
of a smgle wheel, all the segments being connected together. 
The brush conrists of a needle point. A number of these points 
may be used to increase the total surface of contact. By rapidly 
revolving this commutator, which is about one foot (30 centi- 
meters) in diameter, and not more than one-eighth of an inch 
(3 millimeters) wide on the outer surface of the commutator, 
a frequency of about 50,000 cycles per second and even more 
can be obtained. A proper capacity and inductance was shunted 
across this interrupter, the natural frequency of their circuits 
being equal to the working frequency of interruption. This 
apparatus would be found suitable for use on board ships. 

Austen Curtis: Some time ago, in connection with the 
design of head receivers for radio telegraphy, I had occasion to 
make some measurements on the coils of a Marconi magnetic 
detector in an impedance hrid^^e at audible frequencies; and 
discovered that if a current of frequency n is sent thru one of the 
coils, a current of frequency 2n makes its appearance while the 
band is moving, and disappears when the band is stopped. 
For cavh value of impressed current there is a certain speed of 
t!u> hand whicli gives tiio maximum strength of t)i<> harmonic. 
When the break in the l)aiid passes thru the coil, the harmonic 
disappears momentarily, but if one magnet only is used with its 
poles opposed to the band on either side of the coil, no harmonic 
is produced except for tlx instant when the break in the band 
passes thru the coil Large changes in the distances of the 
magnets from the band cause little difference in the strength of 
the harmonic, but a sudden movement of the magnets in any 
direction causes a transient increase in the strength of the 
harmonics. 

It is generally known that rfTccts quite similar to those 
described are noted with the detector in radio telegraphic recep- 
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lion; the changes in signal strength corresponding to the changes 
in strength of the harmonic produced when the impressed current 
is of audible frequency. It therefore seems probable that both 
groups of effects are caused by the same property ot the magnetic 
detector. 

The impressed currents of audible frequency used in the 
measurements during which the above effects were noted, were 
of the order of 0.5 milliampere. 

Fritz Lowenstein: The paper on ''Radio Frequency 
Changers*' brings to my mind a phenomenon of which I have 
made use in the design of transformers for radfo operation. 



Considering a quenched gap outfit, and referring to the 
accompanying figure in which curve (1) represents the impressed 
condenser voltage without sparking; it will be seen that curve 
(2) represents the condenser voltage with sparking. With no 
spark gap, curves (1) and (2) would coincide. When the con- 
denser is robbed of its charge, however,' by a spark gap as in 
radio operation, the condenser voltage takes the form shown in 
curve (2). From a to b (1) and (2) coincide. At b the gap 
breaks down, amounting to a short circuit; and curve (2) dru])s 
to lero as indicated at c. The condenser voltage then rises again 
to d, but not sufficiently to cause resparking. It again coincides 
with curve (1) at e, and again drops at f. to g, and so on. 

From c to g the condenser voltagr goes thru a complete 
cycle, whmas the generator voltage goes thru a half cycle. 
The spark gap as used in radio operation might therefore be 
termed a "frequency changer." 
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John H. Morecroft: I congratulate the Institute upon 
having had such an able presentation of the development of 
generating apparatus for continuous waves; and think it fortunate 
that at this time such a paper has been presented, because the 
continuous wave generators are by all means the most important 
pieces of generating apparatus for the radio engineers to in- 
vestigate and develop. In my opinion the large stations using 
spark apparatus will surely be changed over to continuous wave 
stations in the course of the next year or two. This remark is 
based upon the results of experiments which have been carried 
out in the radio laboratory of Columbia University during the 
past two years, which experiments have shown the great pos- 
sibilities, in range and selectivity, of continuous wave trans- 
mission, when received by a suitable scheme. 

I question very much the claims which many inventors make 
for their apparatus and further question the explanation of the 
operation of some of the pieces of apparatus which the speaker 
of the evening ofifers; I understand, of course, that the explana- 
tions ofifered are those of the inventor and not necessarily the 
ideas of the speaker, who probably questions some of them 
himself. 

When one teaches a subject it is necessary to do more than 
read a patent claim; it is necessary to ask oneself if the inventor, 
himself, knew how his apparatus was operating. It is from this 
standpoint that I have been studjring radio telegraphy for the 
past two years and have used the oscillograph actually to find 
out how some of the apparatus functions. Instead of using very 
high frequency current and the Braun tube oscillograph, we have 
used the General Electric oscillograph and low frequency cur- 
rents; the phenomena investigated all occur in the same way 
at 60 cycles as they do at 100,000 cycles. I hope to be able to 
present some of the more interesting oscillograms at some future 
meeting of the Institute. 

John Stone Stone : I feel it safe to say that to-day there is 
no ' branch of the electrical art in which research work and 
theoretical work are so far ahead of practice as in the radio 
field. There is no comparison between the apparatus supplied 
to commercial users and that which is known to exist in labora- 
tories, and is described in published books and in patents. 

I wish to state further that the art is far from being in as 
empirical a state as we are led to believe by some of the speakers 
of this evening. Our knowledge of radio engineering is extremely 
Axact, and I believe that time will show that most of the explana- 
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tions of phenomena which have been given are absolutely 
correct. 

Robert H. Marriott : The eondition which Mr. Stone men- 
tions relative to the inferiority of commercially med apparatus 
compared to laboratory apparatus is caused by the objectionable 
way in which the radio business was conducted in its early 
days. 

In those days the then existent companies sold stock; and 
in order to raise the value of the stock which was being sold, 
placed the price of their apparatus at far below actual cost so 
that the purchaser of the stock would imagine that a large busi- 
ness was being done. This has given rise to difficult conditions 
to-day, when the purchaser of modem apparatus must be 
trained to pay an appropriate and suitable price for it. 

Another objectionable feature of radio commercial work in 
the past was the extremely large salary paid to publicity men as 
compared to those paid to the engineer, it would be difficult 
to expect to obtain good apparatus from engineers who are 
shamefully underpaid, particularly when they know that the 
publicity end of their enterprise is, if ansrthing, very considerably 
overpaid. 

It is necessary that in the future the radio engineers should 
get proper compensation for good work. 

Alfred N. Goldsmith: As far as the exphmations of the 
phenomena ffivon by me tliis evening are concerned, it is my 
opinion tliat most of them are coiroct. It may be that (letaiknl 
points in the operation of some of the apparatus have not been 
rlearly iinih-rstood l)y the iiixcntors and patentees, but only 
much research worlv can make this clear. 

I would call attention to the necessity for much caution in 
applying the principle that phenomena at radio frecpiency are 
necessarily identical with those at audio frecpiencies. It is true 
that if we know accurately the law of variation of these phe- 
nomena with frequency, we may l)y rational processes predict 
radio frequency phenomena. This seems to me, however, to be 
begging the question; because, l)efore we can obtain this law of 
variation, we must investigate the phenomena of radio frequencies 
as well as at audio frequencies. I refer specifically to such 
phenomena as arc and spark conduction. 
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HOSTOX SECTION 

A. £• KenneUy: Dr. Goldsmith'^^ paper collects, in an 
interosting way, a number of proposed methods of frcqurncy 
multiplication. Broadly speaking, these may be divided into 
two classes, namely— machines, and induetion appnratus. The 
former employ rotating parts; while the latter do not. The 
machines, as described in the paper, may be either electric or 
magnetic and an interesting parallelism runs l)etween these two 
types, one depending on variations in electric flux, the other on 
variations in magnetic flux. In l)oth cast's the method of opera- 
tion may be readily conceived of by the concept ot a single 
alternating field beiuy; substituted by a pair of oppositely and 
.synchronously revolving fields of half strength. There has also 
been suggested another type of single-phase mai'hine* in which 
a high-fretiuency harmonic is c;irefully nurtured and augmented 
with multiplication and resonance while the fundamental 
freciuencv is suppressed by cancellation. 

The ty|)es of induction-apparatus mentioned are particularly 
interesting on account of their mechanical simplicity. They 
may be regarded as harmonic-nurseries. Iron cores are electro- 
magnet ically excited in such a manner as to set u|) powerful 
harmonic alt<'rnat ing-current ripples. These higher-fre([uency 
liarmonics are then carefully nursed and amplified for delivery 
to the antenna. In alternating-current power transmission and 
distribution, such harmonics are regard<'<l as objectionable 
visitors, and efl"orts are made to exclude them or at least to 
miiumize their influence. In radio engiiu'cring. however, these 
ordinarily unl)idden visitors are s{)ecially invited and encouraged 
The actions here considered depend upon their presence. 

As a mere matter of nomenclature, it would seem to be 
unfortunate if the name "frcMjuency-changer'" should continue 
to be ai)i)lied to the devices described in the paper: for the 
reason that this name has for years been ap|)lied to a class of 
machines in which alt»'rnat ing-current power ot one frequency 
is converted into alternating-current i)()wer of either a higher or 
lower fre(iuencv, as for example, when a synchronous motor 
operated from a oO-cycle system is directly couple<l to an alter- 
nator of half the number of |)oles. supplying a 2o-cvcle system. 
Such ni.icliines are also known as fre(juency c(jnverters. In 
radio engineering, the corresponding tie vices rai.se the frequency 
from a lower to a higher value, and there does not seem to be 

* Science Abstrat't« {Enninci'rinp^ Vol. XV'l, p. doS, 1U13, No. 1162, 
Bouthlllon, Lumiere — ^Elect., Sept. 13, 1913. 
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any iu'<m1 tor a device to operate inversely from a higher to a 
lower frecjuenev. On tfiis account , it would seem desirable to 
name these radio devices "freciuency-raisers" or "frequency- 
mult ii)liers," eitlu'r of which would he a clistinctiv(? term free 
from j)ossil)le aml)iguity or misapplication to tlie ordinary "fre- 
quency ehangers" or "frequency converters." 

Alfred N. Goldsmith : I have preferred to employ the term 
"frequency changer'' for the devices described rather than 
"frequency raiser." My reasons for this are that many of these 
devices are usable interchangeably either for increasing or 
diminishing the frequency, and that some of them have actually 
been used in radio reception to convert the received energy into 
energy of a lotver and audio frequency. Some confusion might 
therefore be caused by invarial>l>- applying the term "frequency 
raiser." 

Melville Eastham : As r^ards the use of compressed air in 
electrostatic alternators, as suggested by Dr. Goldsmith, such 
radio frequency alternators have a very high electrical efficiency 
in theory, and would seem to have great possibilities if a design 
could be worked out which would give a rt af5onably large output 
from a machine of ordinary size. The electrical losses, being 
practically confined to dielectric losses, might be made extremely 
small; but the losses due to air friction would probably be very 
high. The use of compressed air would greatly increase these 
losses, and it would seem preferable to work in a vacuum, since 
the same or a higher dielectric strength could be thus obtained 
with much smaller air resistance. Alternators of this type, used 
by Tesla a))out 1890 and by Fessenden about twelve years later, 
have a number of advantages; such as the possible generation 
of pure sine \v:i\ c currents, extremely simple construction, and 
high theoretical efficiency. It is to be hoped that more develop- 
ment work will be done on the electrostatic alternator, as i) 
would be a valuable piece of apparatus at least for very high 
frequency bridge tests and similar work, even with the small 
outputs which it seems possible to secure from such an alternator 
at present. 

Sewall Cabot: The use of a vacuum in an electrostatic 
alternator seems to me to be objectionable l)ecause of the neces- 
sity of securing extremely low pressures. Unless an extremely 
low pressure is reached, the air is more conducting than at 
ordinary pressures. The pressure which would probably be 
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necilcd would be of the order of one millionth of an atmosphere, 
and it would be extremely difficult to obtain or maintain so low 
a pressure because of the liberation of occluded gases from the 
generator. It would probably be necessary to use metal parts 
made, for example, of tungsten from which it would be possible 
to remove all the air. But even then, the difficulty would be 
very serious. 

As regards the Goldschmidt altenuitor or any other generator 
of frequencies of the order of 50,000 cycles, described in Dr. 
Goldsmith's paper, emp!o>nng iron in the paths of magnetic 
flux, I do not see liow tin- efficiencies can ever become comparable 
to those obtained in low frequency machinery; since the losses 
must increase at some greater ratio than the first power of the 
frequency, othvr conditions remaining the same. 

It would ije of interest to have some data regarding the 
Goldschmidt alternator losses, so that we might compare it with 
other forms of generators. 

Such data might consist of the output in K. X. A., watts 
lost in windings of the alternator, in windings of the component 
resonant circuits, in iron laminations, in dielectric hysteresis 
of the condensers, in friction and windage, etc. If we also had 
data regarding the masses of iron and copper referred to, we 
could then make an intelligent comparison of efficiency and 
cost of generation with this machine with that using other 
forms of generators concerning which there is available data. 

I regard t))e electrostatic alternator as a promising piece of 
apparatus; but the mechanical construction, because of the 
necessity for high speed and careful insulation, would be very 
difficult. 

In this connection, I should like to call attention to a some- 
what analagous device of mine descrilxHl in United States letters 
patent. 1,081,090, December 9, 1913, and 1,112,435 of October 
0, 1914. 

The apparatus in question essentially consists of two con- 
densers and two inductances, together with a contact making 
device. One condenser and inductance form a resonant circuit 
which is tuned to the desired frequency. The second condenser 
is charged by a source of high potential direct cifrrent. The 
contact making device is timed to make one contact per cycle, 
the contact having a duration of only a fraction of a cycle. 

The conta(*t making device connects the first mentioned 
condenser with the second mentioned conden-er in series thru 
an inductance of such value as to make the duration of the 
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contact equal to the time of a half cycle of oscillation of the 
circuit comprising the two condensers in series, the contact 
maker, and the inductance in series' with it. 

This results in the transfer of electrical energy from the 
condenser charged by direct current to the oscillating circuit 
condenser, in the form of free half oscillations, provided there 
has been a dissipation of energy in the oscillation circuit during 
the cycle. 

The advantage of using a natural half oscillation to ac- 
complish this transfer of energy is that the current starts at zero 
and rises to a maximum at the middle of the duration of the 
contact, and falls to zero just as the contact is breaking; which 
phenomena permits of sparkless interruption as the contact 
opens. 

The contact device might consist of two toothed wheels 
rotating at very high velocities in opposite directions, so mounted 
that the teeth pass as close as possible to each other without 
engaging. 

Melville Eastham : The electrostatic alternator might pos- 
sibly be built in such a way as to act like a Gaede molecular 
pump as well as an alternator, and so to remove any gases as 
rapidly as they ni^pear. The losses in the pump would be very 
slight «nce no large volume of air was being removed. 

As regards the efficiency of the Goldschmidt alternator, its 
inventor has claimed up to 80 per cent under certain conditions. 
Up to date, the largest current obtained by any radio set of which 
I am aware, is above 200 amperes and is found in the antenna 
of the Hanover and Tuckerton stations. 

Emil E. Mayer: (by letter to the Editor): As regards 
the efficiency of the large Goldsdunidt alternator at Tuckerton, 
it is possible to give the following figures. Working with an 
antenna of about 6 ohms resistance, an antenna current of 140 
amperes is obtained with an input (direct current) of 900 amperes 
at 218 volts. The direct current input is. therefore, 217 kilo- 
watts, the radio frequency output 117 kilowatts, and the effi- 
ciency 54 per cent. This efficiency is that obtained while sending 
a continuous dash. While sending messages with the same 
radiation at a speed of about 15 to 18 words. per minute, the 
input decreases to GOO amperes at 222 volts, equalling 153 kilo- 
watts. The efficiency therefore becomes 76.5 per cent. It is to 
be understood that it is this latter efficiency which is of real 
importance in the determination of the actual energy used for 
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transmission. The same machine working on the same antenna 
■ with an antenna current of 120 amperes gives about 115 kilo- 
watts during transmission; so that for that enei^ the efficiency 
would be of about the same order as before. 

Herman A. Afiel: The iron losses in radio frequency 
alternators are probably much lower than might be expected 
because the volume of iron employed can be rapidly reduced 
as the frequency is raised. 

Scwall Cabot: It may well ho that the cfficienc}' of tlio 
(Joklschmidt altcrnijtor is due in lar^e part to the suppression 
of all the lo\v<T tretjuencv fields l)y the neutraHzing effect of the 
field in opixisitc phase but at the same fre([uency. (This is 
described in Pkocekdincjs of thk Institi tk ok Radio ENGI- 
NEERS, Volume 11, Number 1, page 71 — Editor.) 
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INSTITUTE CORRESPONDENCE 



In view of the kind cooperation of Messrs. John Hays 
Hammond and John Hays Hammond, Jr., the Board of Direc- 
tion of the Institute of Radio Engineers, on the occasion of the 
removal of the office of the Institute to 111 Broadway, decided 
on the action expressed below: 



April 19. 1915. 

Ur. John Hays Hanmond, 

71 Broadway. New York City. 

Dear Mr. HaiuBond: 

The Board of Direction of the Institute has instructed 
me to express its thanks, and sincere appreciation as well 
as that of the menbership for the very kind and material 
assistance that you have been good enough to extend to us 
during our existence, and particularly during the past 
year when we were favored with the free use of your 
offices and its facilities. 

The Institute has advanced to a position of prominence 
and recognition in the engineering world, and in its 
building up, you and your son have been most helpful. 

I feel it a privilege to extend to you our grateful 
thanks. 

Very truly yours. 

David Sarnoff , 

Secretary 



Mr. John Hays Hammond responded as follows: 

April 2l8t. 1915. 

Gentleaen: 

Thanks for your appreciative letter of April 19th. 
1 wish the Institute of Radio Engineers great success. 

Yours very truly. 

John Hays Hammond. 

The Institute Of Radio Engineers, 
71 Broadway, 
Hsw York City. 



SEASO>'AL VARIATION IN TUK STHEX(;TH OF 
RADIOTELEGRAPHIC SIGNALS* 



By 

Louis W. Austin, Ph.D. 

{Director oj the United States Naval Hadiotelegraphic Laboratory) 

In 1912, experiments were begun at the Bureau of Standard 
on the measurement of the strength of the receiving antenna 
current produced by signals sent from the radio stations in the 
Philadelphia and Norfolk Navy Yards. The object of the experi- 
ments was the determination of the variation in the strength of 
the signals at different times of the year. 

It had been known qualitatively that the winter signals in 
general were stronger than those of summer, especially when the 
transmission took place overland. The reason ordinarily given 
for this was the absorption of the waves during the summer, due 
to the vegetation. 

The eonditions of the experiments were as follows: The 
sending wave length was 1,000 meters, and the spark frequency 
was approximately 1,000 per second, the sending antenna current 
being kept not far from 10 amperes, and care being taken that 
waves of only one frequency were emitted. The height to the 
center of capacity of the Philadelphia antenna was 39 meters, 
and of the Norfolk antenna 52 meters. The antenna at the 
Bureau of Standards is a harp 55 meters high, having an effective 
height to the center of capacity of 30 meters. The capacity is 
0.0014 microfarad. The distance from the Bureau of Standards 
to the Philadelphia station is 185 kilometers, and to the Norfolk 
station 235 kilometers. The method of measuring the received 
antenna current has been described in another place.f 

The observations are shown in the accompanying figure. 
The ordinates represent microamperes of received current 
reduced to a constant sending antenna current of 10 amperes. 
The total receiving antenna resistance, including that of coupling, 

• DelivtTed lu'lore The Institute of Radio Eagiiiccrs, New York, Decem- 
ber 2, 1914. 

t Bulletin, Buie&u of Standards 7, p. 295, 1910. Reprint No. 157. 
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was 09 ohms. Tho fifi;uro sliows a well marked (iifforcnco hctwcen 
the summer and winter intensities, hut the ^reat variation anionp 
the individual vahies makes it diffieuh to draw (juantitative 
conclusions; observations on succeeding days in several instances 
differing from each other in a ratio of more than two to one, 
while the errors of observation are certainly less than 10 i)er cent. 
Rough curves have been drawn among the individual points of 
observation, indicating the general course of the changes. The 
Philadelphia values in general lie higher than the Norfolk values, 
with the exception of those taken in the Autumn of 1912 before 
certain changes were made in the Philadelphia antenna which 
appear to have increased its efficiency. No observations were 
taken in Norfolk after November, 1913, as changes in that 
station made it impossible properly to make comparison between 
the observations before and after that time. Notwithstanding 
the irregularities among the observations, a few facts appear 
fairly certain: The seasonal variations seem to be different in 
different years, the minimum of 1912 being higher than that of 
1913. The rise m the curves in the Autumn of 1912 appears to 
be steeper than that of 1913, the practical maximum being 
attained by November 1st in 1912 and not until the middle of 
December in 1913. It has not been found possible definitely 
to connect the strenf^h of signal with the changes in foliage con- 
ditions, altho it is possible that this is an important factor in 
the variations. Contrary to the ideas previously held, there 
seems to be no very marked connection between rainfall and the 
transmission of the signals. This was especially noticeable in 
the Autumn of 1912, when after a dry period, rain set in and fell 
heavily for four days. This, however, caused no certain increase 
in the strength of the received signals. 

This preliminary scries of observations sliows that for a 
thoru study of th(> sul)ject it will be necessary to obscrv** at least 
twice a week, and preferably every day, for a ionfj; jx-riod of time. 
From these observations it will then be possible to dcriv*' average 
values from which the general course of the phenomena can be 
d<Miu(ed with some degree of accuracy. It may then be possible 
by comparison with the curves of meteorological and magnetic 
phenomena to find relations which will help to exj)lain the 
seasonal changes, and also the irregularities among the .single 
observat ions. 

Most of the observat inns have been taken by' my assistant: 
H. J. Meneratti, Chief Electrician, U. S. N 
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SUMMARY: The strength of received signals from two stations was meas- 
ared at the Bare«u of Sumdards over a period of about two jrean. The 
tiansmitting wave length was 1,000 meters, spark frequency, 1,000, and send- 
fng antenna current about 10 amperes for each of the transmitters. Their 
dtetances were respectively 18S and 235 Irilometera. The curves giving 
variation in intensi^ of received signals are Aown and diseosted. 



DISCUSSION 

Robert H. Marriott: It will he louiid interest iiig and 
instructive to compare what Dr. Austin has found with the 
results I described in my papiT on "Radio Ranpe Variation" 
before the Institute, (Prck eedin(;s of the Institi te of Radio 
Enoineers, Volume 2, Numl)er 1, page 37) and especially with 
chart 3, Figures 1 and 12 of that paper. 

Alfred N. Goldsmith: It is evident from Dr. Austin's 
results that for the particular stations under consideration, the 
day of best transmission is close to January 1st, and the day of 
most difhcult transmission to July 15th. The averaise ratio of 
received energy in winter to received energy in summer (for the 
extreme eases) is found to be 6.3. However, this last result is 
not very accurate, since the individual values of the ratio lie 
between 3.9 and 10. 
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RESONANCE PHENOMENA IN THE LOW FREQUENCY 
CIRCUIT OF RADIO TRANSMITTERS* 



By 

Henbt E. Hallbobo 

It is the purpose of this paper to outline briefly the principal 
low (audio) frequency circuit characteristics common to all radio 
transmitters using alternators and transformers for charging the 
condensers of the radio frequency circuit. By low frequency 
we mean frequencies of the order of 60 to 500 cycles as commonly 
used. 

The transformer ia one of the important units of all radio 
stations, except in those of the arc or reflector alternator type. 
A practical study, therefore, of the phenomena occurring in the 
altemator-transformer circuit cannot fail to be of interest. In 
working with this circuit are to be found some of the most 
perplexing experiences of the experimenter and of the engineer. 
Strangely enough, many engineers who calculate freely the 
important constants of radio frequency circuit combinations 
entirely overlook the fact that the low frequency cbcuit combina- 
tiona are equally numerous, and their proportioning equally 
important. Possibly more cases of inefiiciency in radio trans- 
mitters are due to improper alternator-transformer circuit adjust- 
ments than to any other one cause. To sum up briefly, in the 
radio circuit resonance plays the master role, from generator 
slip rings to aerial. 

In presenting this paper, the writer realizes that the subject 
has had much mathematical treatment, and that many empirical 
expressions covering particular phases and conditions of ( ircuits 
have been derived. Unfortunately much of this work has been 
presented in such a way as not to appeal to the average engineer. 
It is the writer's hope so to cover the subject that its treatment 
may have more practical applications than heretofore. The 
expressions and circuit relations given are for the most part 
fundamental, or easily derived. The methods of taking these 

*£>elivpro<i before The loBtitute of Radio Engineers, New York City, 
November 4, 1914. 
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resonance observations were devised by the writer, and the 
curves shown are nearly all actual graphs of measurements on 
circuits of various types and sizes. 

Resonance readings in the alternator-transformer circuit can 
l)e obtained by several methods. Since we can readily make 
quantitative measurements of the variation of current and 
voltage, two metiiods immediately present themselves. The 
first is a method whicli we shall call the primary ampere 
method, and the second a method which we shali term the 
secondary voltage method. 

Tlie primary ampere method consists simply in plotting 
relations between the current in the generator circuit, and 
capacity load in the high tension circuit, the latter being varied 
step by step. It is evident, since the circuit constants on the 
high ami low tension sides of a transform<>r bear a definite rela- 
tion to each other, that if the point of resonance in the i)rimary 
circuit is determined, the constants of the entire circuit may 
be closely calculated. The only e(|uipment necessary for obtain- 
ing this data is an ammeter, a fr<M[uency met<'r, an<l a widely 
adjustal)le field rheostat. The connections for taking measure- 
ments by the primary ampere method arc shown in Figure 1. 




FiauRB 1 — Connectkmi for PrimAiy Ampere Method 



Here (F) represents the alternator field, and (R) a resistance 
Inserted in this field of such a value, determined by trial, that 
the primary anwieter (A) has less than full scale defiectlon when 
the point of resonance is reached. (T) represents the trans- 
former, and (Lp) and (L^) series connected primary and second- 
ary inductances. These are not essential to making the measure- 
ments; but are shown to cover general conditions. (C) is the 
condenser which is to be varied in known steps. 

A plot may be made between any of the variables; capacity, 
frequency, or amperes. The most practical method is to hold 
the frequency (f ) constant, and to determine the relation between 
primary current and the capacity load. When the exact value 
of (C) at which maximum current occurs is found, the value 
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of the effective inductance of the secondary circuit is cah'ulated 
by the well known relation: 

10* 

Lj = J Henrys (C being in microfarads). 

This value of Lj is especially useful from the point of view of 
the designer, since the maximum secondary current value may 
be obtained from it by the relation: 



h = 



E 



E is the potential applied to the condensers determined by the 
usual power relation. 

Several curves taken by the primary ampere method are 
shown later in the paper. In making this measurement with 
a closed core transformer, an error may be introduced by the 
low magnetic density of the iron. Ordinarily this error is not 
large, since high resistance silicon steel cores are now almost 
universally used. With open core transformers, the error is 
negligible since their saturation characteristic is a straight line. 
Slight error may also be introduced by a low saturation effect 
in the generator, but this error has not been found to be ap- 
preciable. 

The secondary voltage method consists in determining 
the relation between generator open-circuit voltage,, and the 
discharge voltage of a calibrated ball or sphere gap connected 
in parallel with the secondary condenser. The connections are 
somewhat similar to the primary method, and the apparatus 
required is no more elaborate. The connections are shown in 
Figure 2. 




Fua'RK 2 — Connections for Scron<l;iry Voltaffr Mrtlioil 

Here (A) represents the altoniator field switch, and (R) 
the rheostat of the alternator field. (■npal)h' of v:irviiiir it< ex- 
citation thru a wide rang(\ (\") is :i voitnieter r(»nno<-r(>d to read 
the alternator open-circuit voltage, and fS) is a calildatcd dis- 
charge gap adjusted to breakdown at a point wliirh will not 
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endanger the transformer insulation. (C) is the capacity load 
as before. 

The process of taking readings consists in varying (C) by 
known steps, and finding the alternator excitation which just 
causes a discharge across (S) when the fiehi switch (A) is closed. 
The point of resonance is found by noting the condenser setting 
(C) which leads to a discharge of (S) at the least alternator ex- 
citation. Thf order of the resonance cfToct is found by dividing 
the known si)arking voltage of (S) (which remains fixed) by the 
primary voltage fV) required to discharge it. A curve may be 
plotted from tliese values, showing the secondary voltage 
obtainable for any applied constant primary voltage as the 
value of ((') is varie(l. While open to criticism due to transient 
efTects, this metliod gives information regarding the secondary 
potential under conditions that make static voltmeters unavail- 
able. Curves taken by this metliod are shown below. 

By reference to the vector diagrams of the ideal transformer, 
as given in most text books, we obtain three important relations 
between primary capacity, inductance, and resistance, and their 
equivalent values when transferred to the secondary of the 
transformer. These relations are useful enough in conjunction 
with transformer resonance to be here stated. 

If we call the ratio of transformation (i. e., the number of 
secondary turns divided by the number of primary turns) of 
the transformer G, the relations are: 

Ci-G«C, 
L, = G*Li 

Given a transformer ratio of 10, for example, these expres- 
sions may be interpreted as follows: The total capacity inserted 
in the primary to have the equivalent effect of a capacity Ct 
inserted in the secondary is 100 Ct. SimiUrly an inductance Li 
inserted in the primary has an equivalent effect of 100 Li in- 
serted in the secondary. Likewise a resistance Ri inserted in 
the primary has a secondary equivalent effect of 100 Ri. The 
curves presented are evidence enough of the importance of 
these relations in connection with low frequency resonance. 
The writer has made several predeterminations of resonance 
characteristics in fair agreement with later measurement by 
transferring circuit constants by this means. For the prede- 
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termination of the primary current, the fundamental formula 
was used, namely: 



The values of wL and —pr where L and C are the total circuit 

inductance and capacity respectively referred back to the 
primary by the relations above shown, were obtained on both 
sides of the resonance value and plotted. Similarly, the equivalent 
value of R was obtained. In finding an equivalent primary 
value of R for this formula, a difficulty is experienced in de- 
termining a proper value of the total secondary resistance of 
the condenser circuit. This resistance is a function of the 
applied frequency, the number of condensers connected, and 
their manner of connection. Tests made at the Naval Radio 
Telegriq>hic Laboratory in Washington (See Proceedings of 
THE Institute op Radio Enoinebbs, Volume 1, part 2, page 35) 
indicate that this resistance for a single plate glass condenser 
of 0.002 microfarad capacity is of the order of 50,000 ohms at 
60 cycles. This figure agrees quite well with values obtained 
by the writer. 

A most useful and practical method of obtaining the low 
frequency characteristics of a radio set is by measurement of 
the percentage reactance of the transformer, tlie alternator, 
and the other circuit inductances. This method consists in 
observing the voltage drop at the terminals of each inductance 
in question: alternator, transformer, etc., when rated full load 
current is flowing. The percentage reactance is the percentage 
voltage drop on each unit in terms of the rated voltage. For 
instance, if a 500-volt generator has a s3mchronous impedance 
of 10 ohms at normal frequency, and if the rated full load current 
is 10 amperes, the impedance voltage of the machine is 100 
volts, and its percentage reactance is 100-500. or 20 per cotit. 
Similarly two or more reactances connected in circuit are added 
arithmetically to obtain the percentage total circuit reactance. 
This is the reactance value having direct bearing on the resonance 
characteristic. From it may be obtained the total primary 
inductance value Li as well as the total secondary inductance 
value ht, as follows: 
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(Percentage Keactance of Total Circuit) • (Normal 

Primar y Volts) 

2?! • (Normal Primary Amperes) 

(Percentage lleactaiico of Total Circuit) • (Normal 
^ Secondary Volts) 

* 2;rf • (Normal iSecondary Amperes; 

where (f) is the frequency of the generator. 

Having these . inductance values the capacity required for 

resonance' is easily computed from the formula: 

C « r-\? microfarads. 

In this formula, L, calculated as shown above, is given in 
henrys. 

The capacity value is usually fixed by considerations other 
than those of transformer resonance, and the problem is one of 
adjusting the circuits properly for the specified capacity values. 
A few experimentally determined facts tend to simplify this 
adjustment. Nearly all spark transmitters operate most ef- 
ficiently when the natural frequency of the alternator-trans- 
former circuit, that is, 

F - - =_ 

2rVLC 

is lower than the impressed cireuit freciuency (f) of the jilternator. 
The choice of the percentage difTerenee between F and f depends 
on the type of spark pap used. The writer has found that a 
value of inductance 30 per cent, greater than the resonating 
value is a jiroiier value for synchronous rotating gaps, and for 
quenched gajis a value 10 per cent, in excess of the value to give 
transfornicr-alternator resonance. Tlie natural frequency of the 
circuit therefore must l»e 12 to 15 per cent, lower than the im- 
pres.sed freciuency (fj. In some cases it is necessary to detune 
to the extent of 20 per cent, or more; hut wide detuning always 
results in loss of efficiency. In the case of quenched gaps, the 
choice usuallv lies between a clear note with lower efficiencv, 
and a "medium" note with higher efficiency. The value of L 
for quenched spark sets given above as 40 per cent. al)ove the 
resonance value, is a compromise choice between the limits just 
mentioned. 

The .transformers for the American Marconi high power 
stations were successfully ailjusted by the methods above out- 
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lined. Xo condensers were required for test purposes, and the 
available test frequency was only 00 cycles, whereas the rated 
frequencies of the several equipments covered a wide range. 
All of these transformers are of the closed core, oil cooled type. 
One of them is shown in Figures 3 and 4. The total station 
capacity 300 kilowatts is obtained by paralleling four 75 kilowatt 
units, and supplying one spare unit. The complete breakdown 
of the transformer equipment is thereby made quite remote. 




FrGURE 3 Fkjure 4 



A transformer of the closed core type with alternate primary 
and .secondary windings lends itself well to wide reactance varia- 
tion. The design is not unlike the "tub" arc lighting trans- 
former. The difference between the two lies in the fact that the 
flux leakage of the tub type is a function of the load, while the 
leakage of the radio transformer is fixed, and is made sufficient 
to suppress arcing and excessive wattless current when spark 
discharge occurs. With this type the required leakage is obtained 
by proper separation of the primary anil secondary coils. The 
exact amount of leakage in the tran.sformer is apportioned in 
accordance with the total circuit inductance found necessary, 
and is high or low as the condition may require. 
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In the case of the transformers for the Marconi high power 
stations, it was necessary to adjust pr<'ciseiy the reactance of 
each unit to insure proper division of the load when four units 
were operated normally in parallel. When similar adjustment 
of all the units for one station had been made, actual reactance 
readings on one unit were found to suffice, since the combined 
inductance value for normal operation could be obtained by 
dividing the single unit value by the number of units it was 
desired to operate in parallel. Actual measuremeiit on four 
units in parallel checked this assumption exactly. Tlie problem 
of reactance adjustment in a circuit consisting of alternator, 
several transformers in ])arallol, and a series of secondars loading 
coils is to (let ermine tlie coml)in('d transformer inductance which, 
with the alternator and the secoiulary loading coils, gives a total 
secondary circuit inductance 30 per cent, in excess of the in- 
ductance calculated for resonance with the specified capacity. 

Figure o illustrates a method used by the writer for chart- 
ing a low frequency circuit, and thereby obtaining a complete 
graphical record of its inductance characteristics. It shows the 



* 




Individu&l Circuit ]ndu,ctmnct«« 

Figure 5 
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relation between total secondary Inductance as ordinatcs, and 
series connected inductances (primary and secondary), us jil)cis- 
sas. The three curves shown give respectively, the value of the 
alternator inductance referred to the secondary , the value of 
alternator and transformer referred to the secondary, and the 
value of alternator, transformer, and secondary loading coils 
referred to the secondary. Data on any condition of the circuit 
is at once available. When the iron is worked at moderate 
densities, as in the units above mentioned, it was found that the 
curves are nearly straight lines, and only a few readings were 
necessary to locate the entire curve. With this data at hand, 
the value of condenser for resonance, the ])oint of best opera- 
tion, and even the general shape of the resonance curve can be 
closely approximated. 

Figure (i taken by the primary ampere method shows the 
actual tuning curves of the 30U kilowatts alternator-trans- 
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former circuit at New Hrunswick, N. ,1.. f(>r various settings 
of the secondary loading coils. It will Ix- noted that as the 
circuit is sti(Tene«l by adding loading coils, the primary current 
ami)litude falls, and the resonance etfect is shari^'ned. The 
decrea.><e in primary current amplitude is probidily partly due 
to added re.'^istance as coils are inserted, and to the large iiK-rease 
in resistance due to the smaller number of conden.»iers required- 
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as the induct ;iiict' is increased, as previously pointed out. Tlie 
stars indicate actual operatinjj: points at different wave lengths. 
Since tliese operating points fall quite within the middle ranges 
of the loading coils, it is evident that it is possible to make 
factory adjustments as above outlined, with a high degree of 
accuracy. 

Figure 7 is an apj>lication of tlie primary ampere method 
and the secumlary voltage method to a 2 kilowatt, 500 cycle, 

460 £0^ SM 
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110 IS. 001) volt. o})en core transformer, designed for a synchriv 
nous rotary s])ark set. It will be noted that th<' i)oint of resonance 
taken by the two methods docs not o<-cur at the same condenser 
value; but tluit the secondary voltage method giv(»s an inductance 
value somewhat less than the value obt.ained by the primary 
voltage method. From the altcTnator-transformer constants of 
this p.articular circuit, n.-inicly 3.4 ohms synchronous impedance, 
and 2.S (>lini> transformer impedance, we deduce for the (Mjuiva- 
lent secondary inductance by the "(ratio)- transformation" tlie 
value 19.7 henrys. Tlie value uf capacity for resonance should 
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therefore he O.OO.')! mierofurad. However, the curves show this 
inductanee to lie ahout 30 per cent, greater than the figure 
deduced l)y the "(ratio)- method." For a h)oseiy coui)h»d 
transformer, such as the one under consideration, iSeibt deduced 
the expression 

^"*o*C(l-k») 

We found the vahie of secondary inchictance for resonance, with 
capacity C. and coupMng factor K taken as e(jual to 0.7. Solving 
for K from the data aliove given we get a vahie of about 0.5. 
This figure is more nearly in conformity with the writer's ex- 
perience and results on open core transformers. With cla«^ed 
core transformers, K is unity (or at least nearly enough so for 
all practical purposes). The operating point for best results is 
shown on the diagram by a star. The natural frequency of the 
circuit corresponding is 407 cycles, or 18 per cent, below the 
alternator frequency. The ▼ariation ol primary voltage and 
current with frequency changes is also shown. These curves are 
quite similar, as is to be expected, since they are linked together 
by the relation 

E = 2fffLiI 

where 23rfi L is the generator impedance, and Ii the current 
flowing. 

Figure 8 is of interest since it demonstrates quite conclu- 
sively that the alternator synchronous impedance has an effect 
on resonance similar to that of any inserted inductance of 
equivalent value, and must be considered as such. Curve A 
is the resonance characteristic when no reactance is inserted in 
series with a transformer and a 2 kilowatt, 500 cycle alternator 
of 0.5 ohm synchronous impedance. Curve B results from 
connecting a reactance of 3 ohms in this alternator-transformer 
circuit. Curve C is the result obtained by using the same 
transformer with another alternator, the synchronous impedance 
of which is 3.4 ohms, or roughly the sum of the impedances 
of curves A and B. 

Figure 0 illustrates the effect on resonance of adding resistance 
in series with the secondary circuit of a 7.5 kilowatt open core 
transformer. The resistances inserted were carbon rods of 700 
ohmfl each. The curves become rapidly flatter as the resistance, 
or damping, is increased. The amount of resistance required 
completely to wipe out resonance is approximately such that 

117 



Digitized by Gopgle 



16,000 FiBTure 8 



Alternator iJ^nv'hronouD iaj>«d«Qce 
conpnrcd to printiry xMetane«< 




.005 .010 .OiS 

Capacity. In MiorefaxttAa 

Figure 8 

the rated output is all consumecl in the resistance. Resistance 
has no effect on the resonance curve other than that of "broaden* 
ing the tuning," so to speak. 

Figure 10 shows the effect of resistance inserted in the 
primary of a 2 kilowatt, 500 cycle, 110>18,000 volt transformer 
circuit. These curves are striking examples of the correctness 
of the deduction that inserting a resistance Ri in the primary 
circuit has an equivalent secondary effect of G'Ri. Resonance 
is wiped out with astonishing facility. In this experiment, the 
point of resonance moved slightly to the left in the direction of 
increased inductance, since the rheostat used was slightly 
inductive. . The curves were made by the secondary voltage 
method. 
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Figure 9 

Figure 11 r('j)resent.s the conditions found to occur in a 5 
kilowatt, 500 cycle, 110-12.500 volt, open core transformer 
tested by the secondary volt age method, when a step by step 
primary inductance was inserted. The secondary voltage rise 
becomes sharper, and its amplitude greater, as more primary' 
inductance is inserted. We have noted in Figure 6 that the 
priroar>'' current diminishes with increased inductance, hence 
the secondary current must likewise drop. If the secondary* 
voltage is to be considered as resulting simply l>y the building 
up of voltage across the inductance of the secondary, in ac- 
cordance with the relation 
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it is evident that a condition such as that here shown can result 
only when the secondary inductance increase is more rapid than 
the secondary current decrease. This is probaljly the case with 
open core transformers having a Hlx rnl copper aUowance, and 
a relatively weak coefficient of coupling. 




•006 .010 .0I» 

Figure 10 

Figure 12 demonstrates the desirability of detuning the 
alternator-transformer circuit of a quenched spark transmitter 
wWh resj)ect to the alternator frequency. The natural frequency 
of this circuit is seen to be 450 cycles, or 50 cycles Ibwer than the 
alternator. Tins setting rc presents the working ])oint nearest 
resonance, with this particular set, for a perfectly clear note. 
It was also the most efficient operating point. A (h tuning of 
100 cycles or 20 per cent, is nearer the average condition for a 
good tone. 

Figure 13 shows a simultaneous series of })rimary voltage and 
primary current readings for one of the settings made on the 
300 kilowatt set at New Brunswick (and shown in Figure 6). 
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The ])rimary voltage curvo checks quite closely with the voltage 
calculated from the simple relation: 

El B 27f Lili 

or is merely the product of alterniilor synchronous impedance 
and the current tiowiug. A few calculated points are shown 
by circles. 
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Figure 11 

Figure 14 is a record of the simultaneous primary and second- 
ary currents of the 300 kilowatt set at New Brunswick, using 
a resonance setting as above. These curves were taken to de- 
termine the extent of the variation of transformer ratio during 
resonance. The two curves are plotted against the same ordinates 
by multiplying the secondary current by the winding ratio of 
transformation and plotting primary amperes direct. It is 
apparent that no wide change of ratio occurs. 

Some vital facts may be gleaned from the data presented in 
regard to the design of transformers for this class of work. 
Quite evidently, low resistance values in both primary and 
secondary are dedrable. Further, it has been demonstrated 
that the total circuit inductance is the quantity of chief im- 
portance from the point of view of resonance. 
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Wo luivc also noted tliiit this rirruit induct aiice may l)e 
madt' up of a numluT of soparatc small inductances, or con- 
centrate(i in tlie alternator and transformer alone. For a 
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particular >pccified ca|)acity value in the oscillating circuit, the 
most (>thcient arrangement is that in which the total inductance 
is <'oncentratcd in the alternator and transformer only. Both 
eoi)l)er and iron losses are therehy reduce<l; hut the arrangement 
lacks f]exil»ilit\ if a wide ran^e of capacity is to he used. I'sually 
tliis is not the ea.se. Flexibility, if desired, i.s most easily obtained 
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hv means of primary variable reactance, or hotter still from 
the point of view of efficiency, hv varying the mutual inductance 
of^the transformer, thereby regulating its fiux leakage. 




MS no 2*5 

0«li«BMM MMwetad* 
FlOVRE 13 

The choice between open and closed core transfonners for 
radio work has long been a point in dispute. The open core 
transformer has the advantage of simplicity. It has also the 
inherent high leakage characteristic sometimes so desirable. 
It requires more iron and wire for a given output than the 
closed core unit. Assuming the same magnetic flux density in a 
similar unit of each typo, the copper loss in the closed core unit 
will be less since less wire is nee<led, and for the same reason its 
iron loss is lower since the volimie of iron is less altho the flux 
densities are the same. The closed core unit therefore is more 
efficient. A considerable saving in space in favor of the closed 
core type also results. This saving, as we have just noted, is 
effected in both core and coils. High leakage may be obtained 
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in the closed core type by careful disposition of the windings 
without resort to magnetic shunts, or other devices. It i.s &p- 
parent for these reasons that the closed core transformer is the 
more economical type both electrically and mechanically. 
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SUMMARY: For determining: the resonance characteriities of the audio 

frequency circuits of a radio transmitter, either the primary ampere method 
or the secondary voltage method may be used. These methods are 
detcfibed. The method of calculation of the total circuit reactance is given, 

and the important bearing of this quantity on the resonance efTects is t'.is- 
cutsed. Percentage reactance of any portion of the circuit is defined. The 
extent of detuning the transformer circuit from the generator frequency in 
quenched spark work, namely ahout 15 per cent., is given and explained. 
The transformer circuit of the Marconi trans- Atlantic station at New Bruns- 
wiclc, N. J., is deseribed. Curves giving the results of measurements by 
the above methods are shown. The advantages of low resistance in 
primary and secondary of transformers for quenched spark work, and the 
superiority of the closed core transformer are considered. 
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DISCUSSION 



Alfred S. Kuhn : As a result of my experience with radio 
transformers, it seems to be that the diagram given by the 
author in which the relation between primary current and 
secondary capacity is shown would be more instructive if it 
were drawn as indicated in Figure A. In Figure A, the heavy 
lines show the primary current variation with change in secondary 
capacity; and the dotted lines the secondary voltage variation. 
The graph shows that at A, with sero capacity, the current is 
simply the transformer magnetising current. From A to B, 
the current lags, from B to C it leads, and from D to E it again 
lags behind the condenser current. R is the point of resonance. 




In general, there are three possible regions of operation: 

1. In the shaded region, Si, 

2. At R (tho operation at R causes a resonance rise result- 
ing in what one might term a "smashing point." Such 
operation wnuM tlierefore he very unstable and dangerous. 
Operation at R might be obtained by using a limiting resist- 
ance, hut this would be uneconomical), and 

3. In the shaded region, So. 

By operating at S, a hi^H) })ower factor and antenna radia- 
tion are obtainable. The condenser discharge produces, how- 
ever, an arc rather than a spark across the gap, as indicated by 
a hissing sound. The arc no doubt causes greater licating than 
the usual spark. Therefore operation at a natural circuit fre- 
quency greater than the impressed frequency is undesirable. 
Operation at R is very unstable. Therefore, to obtain the best 
operation, it is desirable to operate in the ''spark" region, Ss; 
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tliat is, at II natural circuit frequency less tlian tlic impressed 
frequency. In order to reach this "spark" region, tlie inthictance 
may of course he increased as well as tlie capacity. In some 
recent radio work with transformers, the closed core type have 
l)een useil by me, and it was found unnecessary to use external 
reactances in either the ])rimary or secondary of the transformer. 
Hi^h t thciencies were therefore ol)taine(l. Results obtained hy 
tiie use of such ecjuipment warrant my ol»jection to the author's 
statement that in the case of quenched gap sets, "the choice 
generally lies l)etween a clear note witli diminished efficiency and 
a 'medium' note with higher efficiency." In my experience 
imjjroving tlie note does not at all impair the efficiency but 
rather augments it . 

As to the curve in Figure R, which was drawn by Mr. Simon 
and ai)j)arently verifie*! by Mr. Hallborg's oscillo^irairis showing 
the current thru the (luenched gaj) circuit, the reasons for a rise 
at P are not clear to me unless there is a reaction from the ojx'U 
or radiating circuit bark to the closed or oscillating circuit. 
This latter conditit)n would indicate i)oor (luenching. With a 
perfect note and complete quenching, liowever, this rise should 
not occur. 

Julian Barth: The necessity for working radio power 
transformers above the resonance frequency might be exi)lained 
on tlie basis of armature reaction. Tlx current will lead, be 
in phase with, or lag beliind the e. m. f. depending on whether 
the transformer is worked below, at, or above this resonance 
point. There i- < I ns caused "building up," no effect, or dropping 
off of the generated voltage as the load increases: liecause lead- 
ing currents cause tlie armature reaction to aid the generated 
e. m. f. while lagging currents cause the opposite eflfect. (.)f 
course, a building up of v. m. f. will tend to cause more than 
one di<cliarg(' at the peak of the wave, while a dropping of tlie 
e. m. f. will tend to ])revcnt it. It is obvious that for a clear 
note, the condition is one discharge occurring regularly lor each 
peak; hence trom the standjtoint of ch'arness of tone, working 
well above resonance is an advantage. ]b)wever. the ex|)laiia- 
tion just given should be taken with a ^rain of salt. In the 
citurse of an intricate mathematical analysis of the subject. 
se\eral otlier e\j)lanat ions were fomid ;i< well. These explana- 
tions stand the te-t of praelice, and the analysis referred to 
gives conditions which enable working the transformer directly 
on the resonance point. 1 hope in the future to explain this 
more fully. 
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The transferring of tlie primary oxternal roactaners into the 
secondary circuit hv multiplying the square of the ratio of 
secontlary turns to primary turns, as ^iven l)y Mr. Hallhorp, is 
not a completely accurate procedure. We shall consider the 
circuits shown in Figure 1. We shall also take 

k » over-all coupling coefficient of the circuits, and 
ki » coupling coefficient of transformation. 



M 




FlQURE 1 



We have then: 

which are the equations of the potentials if the circuits are 
permitted to oscillate freely. 

Differentiate each equation twice: 

To separate the variables, we perform the following algebraic 

additions: 

1. [Equation (3') X (~ M) + Equation Ci) X (U) + Equa- 
tion (2) X (Rs) + Equation (1) X 
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2. [Equation (3') X (L,) + Equation (3) X (- M) + Equa- 
tion (2') X (Ri)l 
Thus we obtain: 

(L. Lt - W) + J'^J (L.R, -h Li R.) + (Ri R. + J;) "h 
P^ii^O (4) 

(L. U - m + (L, K. + L. R.) + (u, K, + ^) + 
§i. = 0 (4') 

The equations are identical in ii and io, and hence the currents 
obtained by solving them must have the same period. We need 
therefore siolve only one of them, and we may omit tlie sub- 
script number of i. 

Mr. HaUborg's curves showing the effect of resistance on 
the position of the resonance point prove that even far beyond 
the limit of working conditions resistance plays no part in 
determining the period of the circuit. My own observations 
substantiate this. Hence, in determining the period of the 
cu*cuit, we can neglect all resistance terms in equation (4), 
leaving: 

Dividing thru by Lil«, and remembering that 

M« _. 

L.L." ' 

dti^^-^'^^-dL'c-^ 

This is a well-known dilTerential equation form, and has a 
solution of the type 

i = Asin(pt + /0 
where P 

and T is the period of the circuit. From equation (0), we have 

d*i ,di 
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tl i 

Substituting in (5), and dividing by -r- 

dt 



and since p = -^t 



T = 2-VL,C,(l-kO (A) 

This agrees with the results obtained by other methods by 
Seibt, Blondel, and others. Now 

Vu u 

ki = . 

Vuu 



k = k,./^^ 



Substituting in (A), we ol^tain 

LiL, 



L.L, 

but Li = L4 + 



If wo rail (] — ka*) the leakage copflicient of the transformer, 
and Li the primary reactance, we have 

L.(l-k,*)-L8 

where I4 is the leakage reactance of the transformer measured 
m the primary side. _ ^ 



(B) 



In closed core transformers, Le - L| where p is the ratio 
of turns. 
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Now ^ is of the nature of a coupling; coefficient, and may 

br rcprescntod hy ki', whrro k.. is dofiiKMl as the coiiplinp co- 
efficient of the circuit considered as having no leakage ill the 
transformer nor any external secondary inductance. 

/. T = 2r Vc[U -h ^k,« (U + U)] (C) 

EcjUation (A) p;ives the period of tlie power circuits in a 
spark radio outfit, for any kind of transformer, h^quation (B) 
tlops the same, hut shows more clearly the effects of external and 
leakage inductances. Equation ((') gives the jjeriod when a 
closed core transformer is used, and shows the effects of external 
and leakage inductances. 

11(1 nation ((') also shows Mr. Hallborg's method of tran.sfer- 
ring + Ls into the secondary circuit by multiplying hy /»* 
not to be completely accurate, since the factor ka* should also be 
used. However, in the usual practical ciises, kj- is greater than 
0.9 and even as high as 0.97; and since T is a square root func- 
tion of Lb -i- U, it is seen that the error in calculating T is not 
very great when kt* is neglected. 

Another point of much interest is tlie doubtful value of power 
factor readings unless i)roperly taken. For this purpose, let us 
consider the circuit shown in Figure 2. 




I'Uil liK 2 



Here L;. is any secondary choke coil, Lg the generator in- 
ductance, \y} the prinaary choke coil, and the leakage re- 
actance of the transformer con.sideretl as a coil in series with 
the primary. For a given value of Lu + I^, where Lb = L; + Lb, 
the circuits are identical no matter how the individual values 
of Ls, and U are varied, as seen from equation (B). In the 
figure El is the generated e. m. f., Es is the voltage at a trans- 
former having leakage, IC2 is the terminal voltage of the machine, 
and E« is the actual voltage maintaining the transformer load 
and reactances. All these e. m. fs. are different, and give rise 
to different [)ower factors when used. The usual method of 
measuring power factor is at the terminals of the machine. But 
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the clever designer will so juggle L«, L;, and I« that Lr will have 
a value which will give minimum e. m. f. reading at the generator 
terminals. The only power factor that means anything is that 
calculated from the generated e. m. f. This can be measured 
by getting a reading of the machine open circuit voltage when 
its field is adjusted for load conditions, provided the machine 
has no armature reaction. Otherwise the voltage generated 
under load conditions cannot be measured at all. I have seen 
a power factor measured at the transformer of 85 per cent., 
while the power factor measured back of the choke coils (that is, 
at the machine), was 40 per cent. If the choke coils had been 
introduced into the machine, the power factor measured at the 
machine terminals would have been 85 per cent. 

Alfred N. Goldsmith: The conception of ''entire circuit 
resonance" is well illustrated in this paper. It is very desirable 
that the radio engineer should regard the complex audio or low 
frequency curcuit (consisting of the alternator, choke coils, 
primary of the transformer, secondary of the transformer, and 
capacity load of the secondary) as an equivalent simple circuit. 
It is this equivalent circuit which is to be tuned to resonance; 
or rather, as Mr. Hallborg- has explained, to a frequency some- 
what o£F the alternator frequency. The constants of this 
equivalent circuit are obtained, as shown, by transferring all 
capacities, inductances, and resistances from the primary to 
the secondary circuit or vica versa. The method of representing 
such complex circuits sometimes used by telephone enguieers 
is also applicable. In this case it would consist, in brief, in 
joining the primary and secondary circuits thru a single in- 
ductance equal to the mutual inductance between the primary 
and secondary. 

The entire treatment of the resonance problem by Mr. 

Hallborg has been dependent on the assumption, not always 
the case, that all currents in the circuits (l('s('ril)ed are in phase. 
As Mr. John Stone Stone shows in one of his earlier papers on 
'^Maximum Current in the Secondary of Coupled Circuits," 
the condition for maximum secondary current is also the condi- 
tion for unity power factor in the primary. The importance of 
working near the resonance setting, so far as economy of copper 
in tlir> alternator-transformer primary circuit is concerned, is 
therefore evident. 

In measuring the secondary potential difference, a spark gap 
method has been used thruout. An ordinary Braun electro- 
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static voltmeter can be satisfactorily employed for the same 
purpose, and possibly with greater ease of manipulation, safety, 
and accuracy. Because of its intrinsically small capacity, it 
gives an accurate R. M. S. value of the secondary voltage at 
such moderate* froqupncies as are employed. Its readings are 
also more nearly independent of the wave form than is the case 
for :i si):irk f^ap. 

The effect of a resonance setting on s]);irkingat the relay key 
contacts is also of interest. Will Mr. Hailborg outline his ex- 
perience in this regard? 

Henry £. Hailborg : The explanation given by Mr. Simon 
of the necessity for working above the resonance point, and the 
theoretical curve he has drawn to demonstrate the resulting 
circuit conditions are noteworthy in connection with the oscil- 
lograph records made hy us on (]uenched gap and rotary syn^ 
chronous gap eets durinii tl.e spark discharge. For both types, 
tlie primary current and voltage waves show a sudden dip and a 
slight subsequent rise. 

As regards Mr. Hill's sn^jfiestion that tlic field current in 
testing by the seeondary voltage method should he gradually 
raised instead of suddenly closing the fu'ld switch, this sugges- 
tion is (juite feasible. Tlie method would he most suitable 
when tlic resonance rise is not abrupt, or in other words, when 
the tuning is broad. W ith liigh inductance values in the trans- 
former, as is usual in small units, it is better to work with both 
tiie field switch and field rheostat. 

In cotireet ion with Hr. (loldsmith's (luestion regarding the 
conii)arative amount of arcing at key or relay contacts wlu'n 
oj)erating near reson.ance or over it. I have found, in general, 
that there is less arcing when woiking above resonancf'; alt ho 
it is difficult to draw general conclusions since tln' results are 
largely- dependent on loc.'il c«)nditions. I recall an a1f<'nif)t to 
shunt a rea'-tance .across the relay ke>' of the 100 kilowatt 
500 cycle synchronous rotary gap M t at Hrant Hock, breaking 
af)out too amperes. It was a«'cidentally of a value just suf- 
ficient to tune the generator-transformer circuit. .\ most violent 
.arcing resultc<l each time the contact was broken aceompani<'d 
hy a noise almo^t as de.afetiing as that of the spark itself. On 
replacing the reactance by .a non-inductive water rlieostat, 
excellent results were ohtained. When the fixed and movable 
relay contacts had become burned into a good fit, satisfactory 
operation was obtained without a relay shunt of any kind. In 
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^;('ii(>ral, the lii^lu-r the generator freciucncv, tlie simpler the 
prohlcin of operatinp; a relay; since the current passes thru 
t lie zero value more frequently and materially assists in quenching 
ti»e arcing. 

The mathematical treatment of this prol)lem given hy Mr. 
Jiarth is largely covered hy Dr. Seiht's work in 1004. Dr. S('ii)t 
<leriv(Ml various transformer relations for both loose and close 
couplings usHig the coupling coefficient of various combinations. 
One of the most Important of tiie relations found is that used 
in the papi-r. This particular coupling coetficient is of ini|)ortance 
only with opvn core transformers. I ((uit<' agree with Mr. 
liarth that for this type of transformer the value of the trans- 
formation ratio given in my paper is only ajiproximate. With a 
closed core transformer, on the other hand, the value of k is 
unity, or very nearly so; even when the percentage reactance 
of the transformer itself varies between wide limits. For this 
latter case, therefore, the relation dei)ending on the transfornia- 
tion ratio are quite e\a< t. Headings made recently by tlie writer 
in conjunction with the engineers of the American Transformer 
('oinjjaiiy checked these relations with remarkal)le closeness. 
They are surely accurate* enough for jiractical purposes. 

The transformer mentioned by Mr. Hill has previously been 
considered in the di.seussion on Mr. Kolster's paper on "The 
Effect of Distributed Capacity of Coils Used in Radio Tele- 
graphic Circuits" (Proceedings of the Institute of Radio 
Engineers, Volume 1, Part 2, April, 1913, page 31). I had 
occasion to carry on a series of experimental tests on this trans- 
former when connected to the radio frequency circuit operating 
at 1,500 meters and 3,750 meters. When the transformer was 
operated at 3,750 meters (80,000 cycles), no internal trouble 
w^as experienced even when the secondary windings were un- 
protected. However, operating at 1,500 meters (200,000 cycles) 
with the secondary unprotected, a certain coil within the trans- 
former was always immediately punctured. The secondary coils 
of this transformer were wound with copper strip, s])iraUy, and 
in two parallel pancakes per unit. A winding of high distributed 
capacity resulted. Puncture was undoubtedly due to resonance 
at the 200,000 cycle setting. The voltage rise must have been 
enormous. An air core reactance of about 5 per cent, inserted 
in series with the secondary, and between it and the radio 
frequency circuit, prevented further breakdown by detuning the 
resonating circuit previously formed. But transformer coils 
can be designed to withstand these radio conditions without the 

138 



Digitized by Gopglc 



use of series choke coils by so wiiidinp them that the voltage 
between layers is a miniiniim ami using comparatively few turns 
per layer. The distributed capacity is then of practically 
negligible magnitude. 
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DESIGN AND COXSTRUCTION OF GUY-SUPPORTED 
TOWEHS FOR RADIO TELEGRAPHY* 



By 

Rot a. Weagamt 

The purpose of tliis paper is to develop methods of determin- 
ing the stresses in the giiy-supported type of radio telegraph 
tower. These methods and their applications are illustrated in a 
complete design of a 625-foot (190 meters) structure of cylin- 
drical form. Since the function of a radio telegraph tower is to 
support an aerial of chosen type and size at a desired height above 
the earth's surface, the determtnatioii of the stresses in, and due 
to, this aerial forms a necessary part of the whole problem. 
It may be stated as a general proposition in the design a 
structure of this kind that we must start by making a number of 
assumptions; on the basis of which a set of calculations is earned 
thru. Guided by the results of the first set of assumptionsi we 
continue the process until a satisfactory design is obtained. 

DETERMINATION OF JSTRKSSES IX THE TOWER STttUCTURB 

AND GUYS 

Assume that the tower is to be H feet high and that it is sup- 
ported with guys arranged in sets of four at each guy point in 
v^ical planes 90 degrees apart. Assume also that the tower 
has an external diameter of D feet and an internal diameter of 
d feet, and that the distance liotween the points of attachment is 
about 33 times D. Let the distance from the center of the 
tower be Hs. From Figure 1 the distances between the anchorages 
and the points of attachment of the guys may be calculated. 
Let the guys be constructed of an elastic material and let di 
be the diameter. The various stresses in the structure are 
obviously due to two separate forces, viz: gravity and wind 
pressure. Assume that the wind acts in tlie direction indicated 
by tlu' arrow in Figure 1, and that its maximum velocity produces 
a pri'ssuH' of P pounds jjcr square foot on a flat surface per- 
pendicular to the direction in which it &cU, or P/ 2 per square 

* \ p.ip( r pr(>sciited before The Institute o{ Radio Enginem, New York, 
January t>, 1915. 
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foot projected iirvn if actinf; on a cvlimlrical body. Witli n^spect 
to the wind pressure, treat the tower as a series of beams of 
lenptli h, supported at the ends and having a uniformly dis- 
tril)Uted load. Init neglecting the i'tTect of continuity. With 
respect to all vertical stresses, treat the tower as a series of 




PUn 



2>iriciJoK of Wind 



FltiURB 1 

cohunns of 1(mi^iIi h and consider the points of attachment of 
the guys as being eciuivah-nt to pin Itearings. Obviously the 
vertical stresses acting on the tower are composed of those due 
to the weight of the tower itself, and those due to the vertical 
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component oX the tensions in the guys. We must, therefore, 
determine these latter as accurately as possible. Let us, there- 
fore, consider the condition of affairs when the tower b erected, 
but when no wind pressure is acting. We see that the tower 
must be vertical, that the guys on opposite sides must be drawn 
up with equal tightness, and that they must be drawn up with 
sufficient tightness so that the tower and the guys will not move 
unduly when the wind pressure acts. Next suppose that the 
wind pressure is acting. Obviously readjustments in the stresses 




FlQUBB 2 



in the guys take phice. The wbdward sets have to sustain the 
full effect of the wind pressure. Therefore, on account of this 
added load they must stretch, and the tower will incline to 
leeward. It is also apparent that, to avoid weakening the 
tower, it must maintain a strught line as shown in Figure 2. 
If it does not, we have the condition shown in exaggerated form 
in Figure 3. In order that the conditions of Figure 2 may be 




Figure 3 
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ifalized, it is necessary that each windward guy span must 

increase an amount proportionate to the movement of its point 
of attachment, which condition can only be realized when each 
set of guys is stressed initially to a definite amount. When a 
guy is stretched between two points, it forms the curve known 
as the catenary, and the tensile stress produced in it is given by 
the following equation: 

Where T = tension in pounds 

Y = \cn^\ h of span in feet 

X = sag or (lofioct ion at center ot s|)an in feet 

W = load per foot leiijiih. uniformly distributed, and 
acting; peri)endi('ular to Y. 

Since x is j^cncrally small, we may assume that the curve is 
a parahola and omit the second term in this efjuation. When 
the ir,uy is inclined at an anj^le to the horizontal, the component 
of its w<'i{;ht perpendicular to the line of span must be used in 
this ecpiation. If w equals the aetual wei<rlit per foot lenjjth of 
guy, then W = \vcosb: wliere b = inclination of guy to 
horizontal. Again if Wj = total wind pressure per foot of guy, 
then W (for wind pressure) etpials Wi sin b, when the vertical 
plane containing tlie guy is ]);u'allel to the direction of the wind. 
For the windward guys, weigljt and wind loads are added. For 
Icewjird guys, their dilTereiU'e is used. For those guvs whose 
vertical ])lanes are jxTjiendicular to the direction of the wind, 
the loads are added, bearing in mind that tlie> are acting at right 
angles to each other. \\ f note th;it after the wind acts, the 
value of Y in the above e(|Uation is dilTerent tor the windward 
and lee guys, and that the value \V for all guys is changed. The 
length of sj)aii of the guys whose vertical planes are perpendicular 
to the direction of the wind is not changed, but it is apparent 
that due to the increase of the load W, these guys mu>t stretch, 
and that this stretch api)ears as an increased value of tiie .sag x. 
Similarly, the value of x for the windward and le(>ward guys 
changes, tending to become greater on account of the increased 
values of \V and Y and smaller on account of the increased 
vaha- of t for the windward guy; and lending to become smaller 
on account of l lie decreased values of Wand Y, anil greater on 
accovmt oi the decrease in value ot T, for the leeward guys. 
We must, therefore, obtain a relalicni between the<e quantities 
which will take account of these changing conditions, and will 
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enable us to determine the necessary initial guy tension to keep 
the tower straight after the application of the wind load. We 
must also find a method of determining the final stress in a guy 
which has been set up at a definite initial tension, and which 
has subsequently undergone a change of load. The method is as 
follows: Assume that the wind is acting, that the tower has 
inclined to leeward, and remains in a straight line, and that the 
base rests on a ball and socket joint. 

Let 1 ^ total distance along windward guy from anchorage 
to tower; 

ll -= length of guy if stress were removed (unstretched 
length of guy) 
Then 1 ~ li » stretch of guy 

and (1 — ll) k » tension in guy, where k b a constant, depend- 
ing on the material and dimensions of the guy. 

^' ll 

where K = coefhciciit of elasticity. 
A = sectional area of inny. 
All (liinen>i(in> >li()ul(l lie in inches, since values of I'] as ^iven 
in the usual tables are leased on this unit. Assuniinj^ now that 
the total horizontal pressure which the windward guy has to 
withstand is known, and therefore tlie windward guy tension T, 
we may determine the initial tension. Since 1, must be the 
same in both the initial and the abuve conditions, we proceed 
as follows: 

FOR INITIAL CONDITIONS 

(U ll) EA ^rp^ ^ initial tension. 

ll 

l-j = length along guy in initial condition, 
ll = unstretched length of guy. 

Also Ti = _ 

8xi 

where Y| = initial span length in feet, 

Wi = initial load per foot length, 
Xi — initial sag in feet. 

8 X - 

And Lt Yi + ir^f therefore 

13ft 
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whence 



3Y,«W i 1, 
64EA 



(2) 



This last equation is a cubic in x, which is easily soluble by 
trial, or by the use of hyperbolic functions. Solution of this 
equation gives the value of the initial sag of the guy, and sub- 
stitution of this value in Equation 1 gives the value of the 
initial tension (at the bottom of the guy). It is to be noted that 
the value of li is the same for all guys in a particular set, and, 
therefore, we may determine the tension in the leeward guy by 
substituting in this equation the proper values of Y and W. 
Similarly, by substitutmg the proper value of W, the tensions 
in the perpendicular guys* may be determined. The applica- 
tion of these methods is made clear in the example given. Re- 
turning then to the tower structure, we can proceed to determine 
in detail various stresses acting upon it, and we will begin with 
the top section. 

HORISSONTAL FORCES 

DXhiXP/2»Q» total pressure due to wind on top faction 

of tower. 

1 X di X P/2 » Qi e horizontal pressure due to wind on two 

perpendicular guys. 
— horizontal stress due to antenna, parallel to 
direction of wind. 
1 « total length of perpendicular guys. 

VERTICAL FORCES 

W " total weight above center of top section of tower, in- 
cluding weight of tower, top set of guys, and the 
antenna. 

Vi = vertical component of windward guy tension. 

\t « vertical component of leeward guy tension. 

Vs « vertical component of two perpendicular guy tensions. 



= ( -h Qi -h Qs I K + ^2 = tension in windward guy. 



T2 » tension of leeward guy. 

Tj = tension of perpendicular guys. 

These arc nil <1('1 erniined from IO(iuati()ns 1 and 2. and their 
vertical c()nii)()nents arc T sia l». (Strictly speaking, the direc- 

*Thr fcrtn " pprppn<licul;\r nuys " is uscil to <|r.sipri!i(«» t ho8c guys which 
he in vcrticitl planes porpendicrular to the <liroction of tlie wind. 



GUY TENSIONS 
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tion of the guy tension at the point of attachment of the guy is 
a tangent to the curve at iliis point, but the above assumption 
is sufficiently accurate for practical purposes.) It will be noted 
from the above that to determine Ti, we must know Tj, but we 
cannot attempt to determine Ts without a knowledge of T„ (initial 
tension). This makes it necessary to assume a value for Ti 
fwhich in actual practice is always small), and after determining 
To to calculate the value of T2 from Equation 2, repeat injj this 
process until the assumed and calculated values substantially 
agree. 

Having determined the horizontal and vertical forces acting 
on the top section, we assume a thickness of the wall of the 
towrr and determine the stresses produced per unit of area. 
Let \' = total vertical force; A = cross section of area of tlie 
metal in the tow'er. Then V/A = unit stress due to vertical 
loads. (This is assuming that the vertical force acts thru the 
center of gravity of the tower section. If a guy is attached to 
the edge ot the tower, the load is eccentric^ and the unit stresi.s is 



where d — distance from point of application of load to center 
of gravity of section.) 

The wind pressure produces a bending moment of maxi- 
mum value 



Where C « distance of the fiber most remote from the neutral 



I — moment of inertia = ( — d^ ) for a hollow cylinder. 



This stress is a compression on the windward side of the 
tower, and is tensile on the leeward side. Therefore, the total 
maximum stress produced at the middle section is: 




If the ultimate strength of the material to be used (usually steel), 
divided by the factor of safety (say, four to five), agrees sub- 
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M « ^ W hi (at center of section). 



where W = total wind pressure. 
The maximum stress in this section is 

« MC 



axis, and equals in this case D/2, and 
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stantially with the value ohtained above, the assumption of 
thickness of the tower wall at this point is correct. Otherwise, 
a new value must be chosen aiul the process repeated. The value 
used for the ultimate streiif^th of the material must be corrected 
by an amouht depending upon the relation of length to diameter 
of the portion of the tower between guy points. Let U = 
ultimate compressive strengtli per square inch of material. 
Then 

Ui » ^^^^ « corrected value of the ultimate strength of 

the material, _ 

'I 

where r « radiua of p^ration of cylinder « inches, and 

hi « height of column in feet. 
The necessary sectional area of a guy for a given load is found 
most simply b\ reference to the table of working strength sup- 
plied by the makers. Shearing force.s have been neglected as 
they are of importance only in such details as rivets, flanges, 
etc. By continuing this process, the stresses in all parts of 
the tower will be found. Also the necessity of revising some of 
our preliminary assumptions will be made evident. Various 
arrangements of design may be made, and it is only after con- 
sideraljie work that the most satisfactory one can be chosen. 
For instance, we may decrease the diameter of the tower if we 
increase the number of sets of guys used, the choice between 
these being determined by the relative cost and the facility of 
erection. 

ANTENNA 

Two types will be considered, viz., the flat top and the 
um))rella; the former being supported by two or more towers, 
the latter usually by a single tower. In the Hat top type, the 
maximum tension is developed when the direction of the wind is 
perpendicular to the length of the antenna. The most com- 
monly used conductor for antenna construction is composed of 
seven strands of No. 20 or 22 silicon-bronze wire,* whose safe 
working load is about 150 pounds. Therefore, for any antenna 
whatsfH vcr, the maximum permissible tension is n times a 
hundred and fifty, where n equals the number ot wires. The 
problem, then, in constructing the antenna is to insure that this 
m.'iximum permissible stress is not exceeded, and this may be 

♦ Diameter of No. 20 wire = 0.032 inch = O.Osi cm. 
Diameter of No. 22 wire - 0.025 inch = 0.004 cm. 
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accomplished in one of two ways: first, by allowing one end of 
the wire to pass over a pulley, and attaching thereto a weight. 
Providing? the pulley does not stick, this arrangement will give 
a constant tension under all conditions, but is generally used 
only for large aerials at land stations. Secondly, we may de- 
termine by use of Equation (2) an initial tension such that the 
occurrence of maximum load conditions will not cause the 
production of a stress in excess of the permissible value. 

As regards the umbrella antenna, the method of determina- 
tion of the stresses in this type of aerial is the same as for the 
determination of the guy stresses. 

No account has yet l)een taken of the effect of sleet. This 
adds to the total weights and increases the surface exposed to 
wind pressure. If, in makinp our calculations, we assume 
simultaneously maximum sleet and maximum wind velocity, 
almost any structure within practicable limits will fail. Fortu- 
nately these conditions seldom oceur simultaneously, and the 
most practicable method ot dealing with the sleet is to provide 
means for its easy removal. All stresses have been determined 
so far on the assumption of a steady wind pressure. Actually, 
however, this quantity varies continually and t hru a wide range, 
and we do not know the exact way in which this variation takes 
place. We can, however, set a maximum limit by assuming 
that a change takes i)lace instantly from zero to its maximum 
value. The resultant stress in any ])art of tlie structure effected 
is exactly twice that of the same load applied steadily. 

EFFECTS OF TEiMPEHATrHK V.UU.UION 

This factor is of rather negligible consequence, since the 
material in the guys and tower is generally the same, namely, 
steel; and because the value of U of the guys undergoes varia^ 
tions of temperature which are proportional to the chanpn in 
length of the tower. In the case of an aerial, rigidly fastened at 
both ends, temperature effects may be very important, and this 
effect is calculable. The value of li is corrected for the 
temperature change, and the resultant value substituted in Equa- 
tion (2). 

KOI'MMTIONS 

Two gwieral tvpos will be considered, viz., the in-ulated 
and the uninsulated. The former is shown in Figure 4, which is 
the type of construction employed in the tower erected at Brant 
Bock. In this sketch a and b form a l)all and socket joint, the 
purpose of which is to permit the tower to move without undue 
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stresses at the base. The easting of the socket is flanged out to 
distrihute the load to a ferro-conerete block d. Under block 



V 



\/\i\ni\i\i\i\ 
\T\i\ iu\i\i\ii 

— r „ 



: 



FlC.rRE 4 

d is a set of porcelain "flower-pot" insulators, which rest on a 
•:hib of ferro-conerete. under which is a second set of insulators, 




Figure 5 
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resting on the foundation f . The insulators g are the most 
interesting feature of this construction. They are about nine 
inches high, seven inches outside diameter at the base, and three 
inches in diameter at the top, by about three-quarters of an inch 
thick, and each has an ultimate strength of about 50,000 pounds 
compression. There is also an uninsulated type in which 
the base of the tower is fastened rigidly to its concrete founda- 
tion. In both cases the principal stress is a vertical one, altho 
there is in addition a small horizontal stress equal to one-half 
the wind load on the lowest tower section. Figure 5 shows 
the base of one of the supports of the insulated rigid towers at 
Bush Tenmnal. An idea of the strength of the *'flower-pot" 
insulators can be had from Figure 6, which shows the entire 
towers. 

ANCHOKAGl^:^ 

Figure 7 shows a common form of guy anchorage made of 
ferro-concrete. The weight of this must equal tho vwtical 
components of the guy tensions times the factor of safety, say 





^^^^ » ' 
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two to three. It must also have a vertical face on the side facing 
the tower of sufficient area to distribute the horisontal com- 
ponents of the guy tensions over a sufficient area of the soil in 
which it is buried. This area will vary with the location chosen 
for the erection of a tower, and the nature of the soil encountered. 
Embedded in these foundations are the anchor rods of the 
guys, which must be attached to suitable distributing plates 
embedded in the concrete. Their upper ends usually terminate 
in turn buckles to permit of tightening the guy. 

To illustrate the above methods of calculation, the design 
of a 625-foot cylindrical tower is given in detail. Figure 1 shows 

146 



Digitized by Google 



in plan and elevation the principal dimensions of the structure, 
and the attached tables give the complete data. The base of 
the tonrer is assumed to be a ball and socket joint, and the antenna 
of the umbrella type. 

STRESSES IN TOP SET OF GUYS 

Total horizontal prossuro supported by top gu,v equals 
pressure on section ]irojecting above top guy plus one-half the 
|H«ssure on section between first and second guys, plus pressure 
on perpendicular guys, plus force in direction of wind due to 
wind pressure on antenna. Reaction of guy for equilibrium equals 

14,800 lbs. = (1,875 + 3,750 + 1,520 + 3,355) X the figure 

dOu 

3,355 being assumed. 

Assume the tension of the lee guy to be 500 pounds; then 
the total tension of the windward guy equals 15,300 pounds. 

rp. (851.41)- X 2.378 

Then sxi5,m ^ 1^-1 

1 « 851.41 + ^ ^ [l^'^J^^ m 852.035 = length along curveof guy. 
li = 15366^^ " 849.892 feet = unstretched length of 



+ 1 guy. 



15X10>X4 
Then for the initial conditions we have 

Y -1, = 0.109, and 

+ 7,800 X » 7,800,000. Therefore 
X = 185 mches = 15.4 feet - initial sag. 

To » -^^i^L = 6,700 lbs. s= initial tension. 

8 X lo.4 

Similarly, for the lee guy, 

Y - li - 0.125, and 

+ 59,000 X = 1,070,000. Therefore 
X » 255 inches » 21.2 feet. 

Ti « ^^^s^ 21^2^^^ ~ ^^^* ~ 1^ guy. 

If the value of Tj as calculated above tloes not check witli 
the value assumed, it is necessary to repeat these calculations 
until an agreement is obtained. 

V 147 



Digitized by Gqg>gle 



STRESS IN PBRPENDICl'LAR GUYS 

The conditions for these guys differ from the initial condiUon 
in that the load per foot is greater, since it is 

V (wind force)- -f- (weight)*. 
x» + 7,800 X - L§2M^^><^ . 14,600,000. 

X B 19.5 feet, and Ts » 9,850 lbs. 

We next determine the stresses at the section of the tower 
midway between the first and second guys. Assume that the 
thickness at this point is one-quarter inch, the vertical com- 
ponents of the guy tensions will then be as follows: 

Wi„dw«d - i^^^l^^ - 10,600 lb.. 
Lee . . 353 ,^ 

„ , 2 X 9,850 X 600 , , 

Perpendicular = * 13,900 lbs. 

Total » 24,753 lbs. 
Weight of tower above this point =« 14,750 lbs. 

Weight of guys above this point = 5,360 lbs. 
Weight of antenna = 2,000 lbs. (assumed) 
Total vertical load = 46,863 lbs. 
Cross sectional area of metal » 9 square inches. 
Compression per square inch due to vortieal load - 5,200 lbs. 

60000 

Ultimate strength of column = /i «mt\\t ~ 45,500 lbs. 

1 _|_ (IfZOO) 

18,000 X 625 

In the tk'termiiiatiou of the vertical stress due to ^uy tensions, 
it is assumed that their vertical components act thru the center 
of gravity ot the tower section. If attached to the edge of the 
tower, then: 

Total vertical component due to windward guy = 10,500 lbs. 
Total vertical component due to leeward guy — 353 lbs. 
The resultant acts 1.18 inches from the edge of the tower where 
the windward guy is attached, and unit stress due to this ec- 
centricity of load is: 

10,853 10,853 X 16.82 X 18 ^ . 
9 11,000 ' 
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Since the vertical components of the perpendicular guy 
tensions are equal, they act thru the center of gravity of the 
tower when the guy is attached to the edge of the tower, and 
therefore the total increase of the unit stress is only 300 lbs. 



STRESSES DUE TO BENDING MOMENTS IN SECTION OF TOWER 
BETWEEN FIRST AND SECOND SET OF GUYS 

Bending moment « ^ X 7,500 X 100X12 -1,125,000 lb. -inches. 

o 

Stress due to bending moment — 

1,125,000X 18 . . 

— — l^g^ « 3,/00 Ibb. per square inch. 

Therefore, 

Total compression = 5,200 -f- 3,700 = 8,900 lbs. per square inch. 
Factor of safety - "^^'^^ - 5.12 

For that section of the tower above the top guys: 

Wind load = 1,850 lbs. 
Bending moment due to wind load =» 

i X 1,850 X 25 X 12 - 277,000 Ib.-inches 

Load paraUel to wind due to wind on antenna — 3,350 lbs. 
Bending moment due to antenna load — 

3,350 X 25 X 12 X 1,010,000 Ib.-inches. 

o 1,287.000 X 18 0 11A1U ' ^ 

® ~ — nnn =2,110 lbs. per square mdi. 
JL i,UUU 

Factor of safety « = 21.6. 

^,110 

This factor of safety is unnecessarily large, but good engineer- 
ing practice does not permit the use of metal of less thickness, 
and decreasing the diameter of the cylinder does not cause 
sufficient saving to make it worth while. Data for the remain- 
ing guys and tower sections are given in the tables. 



GENERAL COMMENTS 

The value of E used in the above calculations is 15 (10)* in 
inch units, which is one half that for solid steel. This is based 
on tests of plow steel ropes with wire centers which show the 
elongation under test to be twice that of solid metal of equal 
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actual cross sectional area. The radius of the outer guy anchor- 
ages might well be reduced to 450 feet. Inspection of the 
data will show that guys of the same diameter could be used and 
a considerable saving ui cost effected. If the guys be broken 
into sections with insulators, the weight and wind pressure on 
these must be considered as tho uniformly distributed. The 
effect of rigidly fastening the base of the tower to a concrete 
base is of interest, and can be determined as follows. 

Assume that all points of attachment of the guys to the 
tower remain in a straight line after the wind acts, but that that 
portion of the tower between the lowest guy point and the 
foundation bends when the whole structure moves to leeward. 
This portion of the tower will become a parabola, and 

S = 8dEC 

where cl = horizontal movement of the point of attachment of 
the bottom set of guys. In the example given : 

Q 8 X 0.2g8 X 12 X 18 X 15 X 10* o Am n 

® 2X(100)*X144 ^'^^^ '''' 

This is a rather large stress which, however, coidd be reduced 
by allowing a smaller movement of the tower. A reaction at 
the point of attachment of the lowest windward guy results from 
fixing the base, which reaction must be subtracted from the total 
horizontal force held in equilibrium by this guy. In the example 
given the reaction « 

p :U\ K I 3 X 0.298 X 12 X 1 5 X 10'"' X 2 X 10* _ , ™ 
^ " W ~ " (100)^ X 1728 " 

If two towers sup})ort a flat-top aerial, which does not U'-e the 
weight and pulley arrangement for insuring eon.stant antenna 
tension, tlien the wind ])ressure luting on it produces at the 
towers a horizontal force perfM'ndiciilar to the direction of the 
wind; and the perpendicular guys do not then have equal stress«'s 
since the towers deflect in the direction ot this force. If this 
force is large, it is necessary to determine the initial tensions for 
the perpendicular guys. 

TKMI'KHATrUi: i:i 1 KCTS 

Assume guy numher 1 to he stressed initially to (i.TOO Ihs. 
at a tem])erature of 70' Fahrenheit (21° C). and that at some 
sul>se(|uent time a temperature ot (f Fahrenheit (— 18° (',) ob- 
tains. Then Li becomes less, and may be called Li'. Then 

L/ « L, (1 - et).» Li - et Li 
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where e >■ temperature coefficient of esEpansion of the material 
used, and t — temperature change. In the case under considera- 
tion, 

e t Li « 0.000,0065 X 70 X 859,429 « 0.387 feet, and 

Li' = 849.842 feet. 

Similarly, for the tower, H becomes Hi, and 

Hi - 600 - 0.000,0065 X 70 X 600 - 599.725 feet, 

and the span Y is reduced by 0.25 feet. Then, for this con- 
ditiun 

Y - Li = 0.308, 

and the initial tension becomes 7,100 lbs., an increase of only 
400 ll)s. for a 70 degree change in temperature. The tension of 
the windward guy is essentially independent of the temperature, 
except in 80 far as the tension of the lee guy is affected by it. 

NECESSARY ACCURACY OF CALCULATIONS 

The slide rule may be used for the determination of most of 
the cjuantities ex('(>]it Li. Since the second term of the equation 
involving Li contains the factor (Y — Li), Li must be determined 
arithmetically to about three decimal places. 

SUMMARY: Proceeding on the assumption that a guyed tower inclined 
bodily by the pressure olti»wind should have the points of guy attachment 
remain in a straight line* methods are given for calculating the following 
quantities: guy tensions (for windward, leeward and perpendicular KUjrs), 
horizontal and vertical forces acting on the top section of the tower, stresses 
in the middle section, stresses in the bottom section due to bending, design 
of flat-top and umbrella antennas, change in streaaea due to temperature 
variation, and dimensions of foundations and anchorages. 

These methods are fully illustrated by the complete calculation of a 62S> 
.foot (190 meters) high hollow cylindrical guyed steel tower. Tables of all 
guy weights, tensiona, and aaga are given, together with the quantities 
which determine them. 
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GUY DATA 



Material of Guya: Plow steel, galvanizofi with wire center, seven atranda, 

nineteen wires to the strand 



No. 


1 


Total 


Diameter 


1 

Weight 


per ft. 1 


Wind prrasure per ft. ± to 

Line of Span 


Weight 


peril. 


to line of 

flpMI 


Wind- 
waid 


u. 


■ 


1 


m 


5360 


1 in. 


1.58 


1.113 


I 

1.265 


1.265 


1.79 




2 


780 


37fi0 


H " 


1.20 


.023 


.070 


.970 


1.51 




8 


720 


3400 


H " 


1.20 


1.000 


.840 


.840 


1.61 




4 


670 


2360 


H " 


.88 


.787 


.600 


.600 


1.34 




5 


283 


900 


H " 


.88 


.620 


.945 


.946 


1.34 




6 


224 


540 


H " 


.00 


.535 


.525 


.525 


1.12 





No. 


Total load per ft. 1 to 

Line i»f .Simn 


(Juy Tenxions 


Guy Hags 


Wind- 
ward 




X 


Wind- 
1 ward 


Lee 


1 


loit. 


Wind- 
ward 


Lee 


1 


loit. 


1 


2.378 


.152 


2.11 


15300 


.jOO 




0700, 


1 14.6 


21.2 


19. o 


15.4 


2 


1.893 


.(M7 


1.775 


11690 


470 


77.50 


477o! 


1 13.1 


7.65 


18.7 


14.8 


3 


1.840 


.160 


1.810 


10622 


572 


6950 


1 

4700 


11 .S 


17.9 


17.2 


14 


4 


1.367 


.187 


1 .ijoo 


lUJN. 


1 .V-'lfl 




.jsrjo 


7.t) 


7 ..So 


15 0 


7 00 


5 


1.565 


.325 


1.475 


9400 


700 


5000 


4000 


1 .62 


4.5 


8.16 


1.54 


6 


1.060 


.010 


1.731 

i 


6130 


279 


342o|2770 


1.14 


2.16 


2.13 


1.21 
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TOWER DATA 

Height =- 625 feet. Weight = 143,890 lbs. External Diam- 
eter s 3 feet 

Movement of top under mairimttm wuid pressure 2 feet 



Sec- 


Thick noaa 


UcctioD 


I 


Wind 


.VI 


biretM Due 






flfWaD 


Aim 




Vnmun 


toM 




1 




Qsq. in. 


5,400 


7^ lbs. 


1.12 (10)* 


3,700 ibfi. 




2 


H " 


IIJ " " 


6300 


7;M» " 


1.12 (10)* 


2,050 " 




3 


H " 


12.4 « " 


6,900 


7,500 " 


1.12 (10)« 


2,900 " 




4 


H " 


13.6 " " 


7^ 


6,300 " 


0.94 (10)« 


2,150 " 




5 


H " 


14.6 " " 


8,800 


5,400 


0.81 (10)« 


1,640 " 




6 


'A " 


18 " " 


g,80o 


4,500 " 


0.61 (10)* 


1,220 " 





Sae- 

tim 


Total Cotn- 
preanon Per 
Sq. In. 


Ultimato 
Straasth 
of Columi 


ViMtorof 
Safety 


Wind Preasure 
Per Sq. Ft. of 
Projected Area 




1 


8,275 


45,500 Ibe. 


5.4 


25 




2 


10,060 


45,000" 


4.5 


25 




3 


11,350 


41,500 " 


3 6.5 


25 




4 


11,706 


43,500 " 


3.76 


21 




5 


12,540 


45,000 " 


3.60 


16 




6 


11,420 


41,U0U " 


3.57 


15 





The tower is built of sections eight feet long, which are 
joined by steel ca.stings. Weight of castings, bolts, rivets, 
etc., approximately 1,000 lbs. for each section. 
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DISCUSSION 

Henry E. Hallborg: I luivo calciihitcd in round numbers 
the stresses that occur in one of the miists of the tnms-Atlantic 
station at Belrnar or New Brunswick, N. J. when ii To-mile per 
hour (120 kiUimeters per hour) Ijreeze is blowing at right angles 
to the center hne of the directive antenna. These masts are 
of steel. 42o feet (130 meters) in total height: and of a mean 
diameter of 3 feet (0.91 meter). Each mast is supported by 
32 stays. These stays are anchored to concrete blocks, at a 
distance from the mast of appro.ximately one-half its height. 

All the figures given are based on mean values, and the 
average angle between the guys and the mast is taken as 45 
degrees. The actual tension in the guys under normal conditions 
was known by dynanometer tests to be 4 tons (18,000 kilograms) 
per stay on the average; and the total weight of the steel masts 
60 tons (205,000 kilograms). The figures are as follows. 

HORIZONTAL WIND PRESSURES: 

At 75 miles (120 km.) per hour, the pressure is 30 lbs. per 
square foot (0.061 kg. per sq. cm., or 610 kg. per sq. m.). 
Average length of guys— 350 feet (103 m.). 
Average diameter of guys* 0.07 foot (1.78 mm.). 
Effective number of guys » 16. 

Total area of exposed guys 350 x 16 x 0.07 -392 square feet 
(36.3 sq. m.). 

Total force on gU3^»(392 x 30) -f- 2,000 ^5.9 tons (26,000 kg.). 
Height of mast«425 feet (130 m.). 
Average diameter of mast —3 feet (0.91 m.). 
Total area of mast exposed » 425 x 3 — 1,275 square feet (118 
sq. m.). 

Total force on mast - (1,275 x 30) 2,000-19.0 tons (84,000 
kg.). 

Total length of aerial -5,000 feet (1,520 m.). 
Length of aerial per windward mast— 830 feet (253 m.). 
Number of wires -32. Diameter of wires— 0.02 feet (0.61 cm.). 
Total exposed wire area per mast— 830 x 32 x 0.02 — 530 square 

feet (49.1 sq. m.). 
Force on wires = (o30 x 30) -^ 2,000 = 8.0 tons (35,300 kg.). 

Therefore Total Horizonlal f om =5.9 + 19.0 +8.0 -32.9 tons 
(145,000 kg.). Resolving the horizontal force into guy ten- 
sions, and then into mast compres.sions (taking 45 degrees as 
the angle at which the forces are applied to produce the resulting 
mast compression, we have for this last: 
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Mast compression = 0.7 x 0.7 x 32.9 = 16.1 tons (71,000 kg.). 

The normal mast compression clue merely to its weight and 
the puy tensions is found as follows. 
Weight of mast = 60 tons (265,000 kg.). 
Average tension in the guys = 4 tons (18,000 kg.). 
Aggregate guy tension » 32 x 4» 128 tons (562,000 kg.). 
Resulting compression in the mast « 128 x 0.7— 89.6 tons 

(395.000 kg.). 

Therefore the normal compressing force at the foot of the 
mast = 60+89.6 » 149.6 tons (660,000 kg.). 

Hence the increase of compression in the mast due to a 75- 
mile (120 1cm.) per hour wind is 16.14-149.6 or 10.8 per cent. 

If, under conditions similar to the above, the diameters of 
the guys and aerial wires are doubled by the accumtilation of 
sleet, the total horizontal pressures will be increased to the 
following values. 

Force on the guys » 11.8 tons (52,000 kg.). 
Force on the aerial wires » 16.0 tons (70,000 kg.). 
Force on the masts (as before) » 19*0 tons (84,0(X) kg.). 

Therefore, total horizontal force -10.0+ 16.0+1 1.8 » 46.8 
tons (207,000 kg.). The resulting compression in the mast as 
previously indicated now becomes 0.7 x 0.7 x 46.8 » 22.9 tons 
(101,000 kg.). 

Hence the increase of mast compression due to the 75-mile 
(120 km.) per hour breeze and 1 diameter of sleet on aerial and 
guys is 22.9-!-149.6sl5.3 per cent. 

One of the effects noted at the trans-Atlantic station at 
New Brunswick, N. J. when operating at 12,000 meters (the 
fundamental of the antenna being 8,000 meters), was the setting 
up of interference with commercial stations at wave lengths of 
600 and 1,200 meters. The cause of this interference has not 
3'et been definitely traced; but an attempt is being made to 
account for it. Since any free insulated wire, if set into electrical 
vibration, has a wave length of radiation of about 4 times its 
length in meters (or 1.31 times its length in feet), it follows 
that the lengths of steel cables which when vibrating electrically 
would radiate waves of 6(X) and 1,200 meters must be 150 meters 
(480 feet) and 300 meters (960 feet), respectively. These 
lengths correspond quite well to the height of the steel masts 
with short guy lengths attached, and to certain lengths of steel 
supporting wires used at New Brunswick. It remains to be 
considered how radiation from these members can be set up. 

m 



Digitized by Google 



If the main antenna were excited by an arc, it would be 
plausible to ascribe the effects observed to the presence of over- 
tones in the are current, which might excite the guys and lead to 
re-radiation. In the ease of excitation by a rotary synchronous 
gap, it is concavable that the reasons are similary since lower 
bannonicB than those reported have been previously noted. 

Lester L. Israel: Two possible explanations exist for the 
presence of short waves in the radiaUon of high powered long 
wave stations. 

In one, it is assumed that slight sparking or brushing occurs 
at one or more of the insulators in the guy wires or along the 
length of the antenna itself. The resulting sudden change of 
potential is equivalent to impulse excitation of the near-by ?uy 
wire or section of the antenna. The guy wire would then oscillate 
at its natural frequency, or the antenna would oscillate in some 
harmonic. For example, if the natural wave length of the antenna 
were 12,000 meters, the exciting spark frequency would be 
50,000; so that if sparking occurred at the insulation at the 
top of a grounded 100 meter guy wire, there would be 50,000 
trains of 400 meter waves per second. The wave trains would 
be damped. I should like to ask Mr. Cohen if any decrement 
measurements of the harmonic oscillations have been made at 
Washington. 

The second explanation applies to the Tuckerton station. 
It is thought that the harmonic oscillations observed may be 
due to the presence of the Poulsen arc in the antenna circuit. 
It is well known that the voltage characteristic of the arc is rich 
in harmonics. Under certain conditions, the energy output in 
any harmonic may be half that of the fundamental. These 
conditions might easily be approached in a complicated antenna, 
mast, and guy wire syst^i. Harmonic osdllations produced 
in this way would be undamped. 

Henry E. Hallborg: Mr. Israel's suggestion in regard to 
sparking in the guy wires does not appear to me to be the probable 
solution in view of the fact that :ill sparking had been eliminated 
as far as could be determined before the interference was reported. 
It is also questionable if sparking at the guys would not be 
picked up in the receiver as is static, .since a spark occurs only 
when sufficient time has elapsed for the insulated section to 
accumulate a charge. The result would an irregular sequence 
of spark discharges for the various stays. If sparking in the stays 
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is responsible for tliis short wave disturbance, and if the spark 
frequency at the stay is a function of the insuhited length, it 
wouhi be a simple matter to check up the phenomenon by parallel- 
ing the stays with suitable condensers and determining the 
alteration in the emitted short waves. 

Louis Cohen: The subject under discussion is of consider- 
able interest to radio engineers. In cuniuction with the cubic 
equations at which Mr. Weagant has arrived in the calculation 
of the sag in the guy wires, it is evident that it is not a very 
simple matter to obtain the values of the roots of this equation. 
If a number of computations must be made, the labor involved 
must be considerable. There are a number of graphical methods 
available for the calculation of the sag in transmission lines, 
which are discussed in books dealing with the subject, and the 
same methods can be applied to the problem under discussion. 
It 18 preferable, and certainly simpler to use a graphical method 
in place of the analytical method dnce the results can be obtained 
more quickly and with less labor. 

The question raised by Mr. Stone regarding the oscillation 
periods of the guy wires is certainly one which merits considera- 
tion and investigation. The same question was brought up 
at a recent meeting of the Washington Section of the Institute 
of Radio Engineers during the discussion of a paper by Mr. 
George H. Clark. At that meeting, Mr. Clark presented 
his results of an important investigation of an arc system, and 
he has shown that the oscillations excited in an antenna circuit 
contain harmonics of a very high order. The explanation was 
offered that possibly free oscillations were produced in the guy 
wires by the first impulse of the waves, which were afterward 
re-radiated with a frequency corresponding to the natural 
period of the guy wires. Of course, in setting up free oscillations 
in a complicated electrical ^stem such as that of a loaded 
antenna, we may expect that the oscillations will also be of a 
complex character, but we should also expect the lower harmonics 
to be of greater intensity than the higher ones, which was not 
the case in the experiments cited above. The theory of re-radia- 
tion from the guy wires was therefore offered as a possible expla- 
nation. 

George S* Dands: While Mr. Weagant's paper deals prima- 
rily with the design of a particular type of steel mast, the subjects 
of field construction and the maintenance of such masts are of 
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equal importaiice, and it would be very interesting to hear from 

him again on this subject. 

My own oxj)('ri{'nce in the field on this particular type of 
ma,st lias been limited to two stations, the Tropical Radio 
Telegraph Company's 50 kilowatt station at New Orleans, 
Louisiana, and the I'liitcd Fruit Company's 50 kilowatt station 
at Santa Marta, Colombia. At the former we erected 295 feet 
(89 meters, 29 full sections), in 30 working hours, .and averaged 
about 36 working hours on each of the 4 masts. This sjiecd was 
in a large measure made ])()ssihlc by the very ingenious method 
of erection devised by the deigning engineers which briefly is 
as follows : 

A wooden mast \n feet (13.7 meters) in length, about 8" x 8" 
(20.3 X 20.3 centimeters) at the butt, tapering to 5" (12.7 centi- 
meters) diameter (round) at the toj), and rigged for carrying an 
erection cage and hoisting gear, is ])laced on the concrete ma^^t 
pier, and the first two steel sections bolted in place around it. 
The erection cage (in 2 sections) is tlien bolted together and 
suspended by means ot chain hoists from steel out-riggers from 
the to]) of the mast. A steel cable is made fast to the flang<' of 
the top steel section and passed down thru a sheave in tlie heel 
of tlie w(K)<U'n mast, and then up and out over the opposite side 
of the steel section to a winch on the ground. The mast is then 
hoisted 10 fe<>t (2.55 meters), (I steel section) and rested on an 
iron fid* passing thru the steel section and thru the heel of the 
mast. The erecting cage is then lowered to a point just below 
the flange of the top steel section, and the next steel .section 
hoisted and bolted in place. The cage is again raised by means 
of chain hoists and the next .section bolted in place and then the 
entire mast is raised 20 feet (5.1 meters) (2 sections), and the 
next steel .section hoisted, and so on. 

When the steel work is finished, and the guys in place, the 
erection cage is un])()Ited and .sent down, and the mast rested 
on tlie diufram j)late in the next to the top section of the mast. 
In erection, four men were used aloft and fouT on the ground to 
handle the winches and hoist the steel. 

The proper maintenance of the masts and rigging i.s quite 
important, especially in the Tropics, and this type of mast hjis 
its disadvantages in that there is no way to paint the inside after 
it is in place, and the problem of renewing the wooden masts, 
which will eventually be necessary owing to the action of the 

*Croi8pieoe supporting a t«H>niMt. 
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elements, or to damage hy lightning, is a rather difficult one, 
and worthy of considerable attention. 

As compared with the self-supporting type of tower, the 
maintenance costs of the tubular steel masts are much greater. 
In the former there arc no gu^'s to be renewed or to be tarred 
down and taken up, and the only maintenance cost is the cost 
of painting (which is also an expense in the maintenance of the 
tubular steel masts). Personally I favor the self-supporting 
steel tower over any other type, for the reason that it can be 
made to, and does, bear stresses equally as great as those of the 
tubular steel type, the cost of maintenance is considerably less, 
the initial cost is very little, if any, greater than the tubular steel 
type, and it can be very easily taken down and moved to another 
point if it is desirable to do so. There is also the cost of f2;round 
for guying purposes to be considered in the case of the tubular 
steel masts, which is not the case with the self-supporting tower. 
I recall one instance where $10,000 was paid for the ground 
necessary for guying the steel masts. 

In our practice, we have been using self-supporting steel 
towers at our principal stations in the Tropics for upwards of 
ten years. Some of these towers have l)een taken down and 
transported to tlistant points and re-ereeted. Within the last 
year, the towers of the old New Orleans station, which had 
been up for seven years, were taken down and sent to Swan Island, 
and two other towers on Swan Island moved to a different loca- 
tion. A careful examination of tliese towers showed they were 
in just as good con<lition as the day they were first erected. 

In the Tropics these towers are gone ovit once in every 
two or three years and j)ainted, at a cost of approximately 
$200.00 per tower, depending upon their location which in turn 
determines the cost of labor. The paint used is "karbonkote," 
which withstands the tropical climate exceedingly well. This 
painting, as well as the scrai)ing. is taken care of l)v ordinary 
day laborers, but in the case of the tu})ular steel masts it is 
necessary to have two or three expert riggers to take care of the 
guys and also to furnish a transit and dynanidmeter, all of which 
are not recjuired in the case of the self-supporting towers. 

Alfred N. Goldsmith: It is well known, in connection with 
the design of the wire guys in aeroplanes, that when in motion 
thru the air the guys are kejit in a state of continual vibration. 
As a result of this, elastic fatigue of a marked sort aj)i)ears; 
and guys which originally had a strength far in excess of the 
requirements speedily become dangerously weak and must be 
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replaced. In the case of guys in radio work, it may well be that 
a similar effect exists. It would be interesting to test the effect 
on the strength of a stretched guy cable of keeping it in con- 
tinual and fairly violent vibration over considerable periods of 
time. A number of previously unexplained guy failures may thus 
be accounted for. 
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WOODEN LATTICE MASTS* 



By 

Cybil F. Elwell 

This paper is not intended to cover all the various types of 
masts used in past and present radio installations, but rather to 
give details of the design and erection of one type; developed by 
the author from the original design advanced by Professor C. B. 
Wing of Stanford University; and many examples of which have 
been erected. 

In the present state of the radio art some form of antenna 
supporter is a necessity, and a large proportion of the cost of an 
installation is in most cases incurred thereby. It is also a fact 
that the results obtained vary greatly with increased height of 
antenna. This has caused some comparatively high structures 
to be erected in the past few years. There have been relatively 
few failures of these supporting structures, but those which have 
occurred have taught their lessons. 

There are, broadly considered, two main types of antenna 
support; viz. : self-supporting and guyed structures. These may 
be of steel or wood. To meet radio requirements, wooden struc- 
tures are more suitable, but are not always permissible for 
climatic reasons. Self-supporting structures are more expensive 
than guyed ones, but in some cases this expense may be more 
than offset by the saving in the cost of the land required. Wooden 
structures designed along the lines which will presently be out- 
lined are cheaper than equally strong steel structures. In steel 
towers the stresses in some cases call for smaller steel members 
than would be consistent with long life, hence more material 
must be used than is required. The erection of steel structures 
is a more costly undertaking than the erection of wooden ones 
constructed along the lines to be described. 

Since large radio stations are rather uncertain as to length of 
tenure for many reasons, it is the author's opinion that wooden 
masts, being cheaper and more easily taken down, are the most 
suitable. If the radio installation proves after a number of 

* Delivered before The Institute of Kadio Engineers, New York, February 
3, 1915. 
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years to be quite correctly located from all points of view, then 
the question of the renewing or the replacing of the wooden 
structures can be taken up. There is also the possibility that the 
radio installation of the future will be without the high struc- 
tures now thought to be a noo(^ssity. 

Having decided on the lieight and number of masts for a 
given installation the first step is to determine the load which 
the antenna in a high wind, and perhaps covered with ice, will 
develop. This will in most cases be in the form of an almost 
horizontal pull on the mast in one or more directions. With 
large spacing of masts, and the elimination of sag in the mes- 
sengers, these loads can be quite high. All recent structures 
erected by the author have been designed for a horizontal pull 
at the top of 30,000 pounds (14,000 kg.)- If under some condi- 
tions this is too great, a small saving can be made by reducing 
the size of the top set of guys which arc to resist this jiull; but a 
reduction in the cross section of the timber would hardly be 
warranted. 

The next step is to decide on the number of guys to be used 
for the height of the mast selected. The fewer the guys, the 
more expensive the structure; and if too few guys are used, the 
failure of one of tliem will cause dangerous stresses to be developed 
in the others, and possibly cause their failure. This is ])()rne out 
by the failun' of th(» 400-foot (122-meter) tower at Maerihanish. 
of the 600-f()ot (184-meter) tower at Xauen, and of tlie 4U2-f()ot 
floO-meter) tower at Ballybunion. The htst mentioned tower 
failed during; construction l)y the parting of one of the lower set 
of guys before the upper, and only other set of guys, eould be 
stretched. It was a steel tube tower, with three supporting 
columns on a 20-foot (0. 6-meter) triangle, and should have had 
at lea.st four sets of guys. Too few guys make for long spans 
between guy points, with corresiiondingly high stresses due to 
l)<>ani action and long column action. Long spans call for heavier 
guys, and the difficulty of cfTectively breaking heavy guys into 
the well insulated sections denianded by radio engineers is much 
greater with guys over 1 inch (2.5 cm.) in fliameter. It is there- 
fore a sound policy to keep all guys less than 1 inch in diameter. 

We come now to the question of anchorages. It can very 
readily be shown that the most ecoiioini( al point at which to guy 
any mast is such that the guy makes an angle of 45 degrees with 
the point guyed. There are two cau.ses in radio work which 
diminish the economy of this choice. One is the necessity of 
breaking up the guys into well insulated .sections, and the other 
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is the area of land required. The saving in steel rope, on a tower 
guyed out to a point equal to its height, as com]Mred with one 
guyed out to a point say two-tliirds of its height, may easily be 
absorbed by the cost of the extra number of insulators and ctf 
the extra area of land required. For high structures, it is not 
economy to attach all guys to the same anchorage, as the 
lower guys become too flat and too long. 

Having decided the lieight, the horizontal load, the number 
of guy points, and the position of anchorages, the assumed wind 
load must be decided. All the towers erected by the author 
have been designed on the assumption of a wind k)ud of 40 pounds 
per square foot (200 kg. per scpiare meter) of expo.scd surface; 
which is high and on the side of safet}'. Each section of the 
raa.'its shown in the accompanying illustrations is a (i-foot (2- 
meter) square; and it is considered, that with wind from a 
certain angle, 30 of the 36 square feet would be effective as wind- 
opposing surface, so that a linear load of 200 pounds per foot 
(300 kg. per meter) of mast is used in computing guy stresses. 
The guy stresses can be readily calculated; and to them a sub- 
stantial addition to allow for initial stress is made. A reduction 
of the actual angle is also made to compensate for the sag of 
the guy. 

Having computed the vertical components of the wind loads, 
the load at the center of each span can be obtained l)y adding 
the dead weight of the mu.st above to the stresses due to the 
beam and long column actions. Having these figures, it is an 
easy matter to arrive at the size of the column necessary, when 
the strength of the material and the factor of safety to be used 
have been decided on. 

Simplicity should be kept in mind at all times. For example, 
the tapering down of successive columns to meet the reclucing 
stresses does not pay for the milling, sorting, handling, etc. 
In all the 300-foot (92-meter) masts erected, tlie columns are the 
same size thruout the height. In the 440-foot (144-nu'ter) masts, 
two. and in .some ca.ses three sizes were used; e. g., one size to 
258 feet (85 meters), and another size to the top. The same 
statement applies to brace frames, which, if graded to meet the 
varying stresses between the guy points and the centers of the 
spans, would lead to a confusing numlx'r of .sizes. 

The design of the foundation for the mast is a simple matter, 
and some reinforcing should be put in to take the bending action 
of the load imposed by the mast in a heavy wind. Sufficient area 
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to take care of the total load, and not to impose too great a load 
per square foot on the soil at the site must be allowed for. 

The anchorages are of concrete, with ample tension rods of 
steel completely incased in concrete. The wire rope guys are 
brought around cast iron sheaves placed on a large pin. This 
is a great help in stretching the guys. Tumbuckles are not 
used, and are not considered necessary with steel center wire 
ropes in which the stretch is minimised. 

The method of constructing the masts may prove of interest. 
The first columns are respectively 8, 14 and 20 feet (2.6, 4.6, and 
6.6 meters) long respectively. They are placed in position by 
hand, and a set of brace frames put in. This constitutes 6 feet 
(2 meters) of the completed mast. A light hoisting derrick is 
temporarily attached to one of the holes in the 20-foot (6.6-meter) 
column, wluch will afterwards take a steel tie rod, and an 18-foot 
(5.9-meter) column is hoisted and placed on the top of the 
shortest column. A set of brace frames and tie rods is inserted. 
The last erected column has now become the longest; and the 
hoisting pole is moved to it and another 18-foot column hoisted 
and phiced upon the shortest column. This in turn is used for 
the erection of the next column. All columns are made up of 
18-foot sticks except the bottom and top of the tower. A wooden 
platform in two sections is used by the men to work upon, and 
is passed up as each 6 feet (2 meters) of tower is completed. 
Two men can comfortably work aloft, and with three to five men 
on the ground, they can easily erect from 36 to 54 feet of tower 
per day. The erecting of such a tower is shown in Figure 1. 

A few examples of towers erected according to designs above 
outhned are shown. Figure 2 shows the first of this type erected 
in San Francisco in 1909. They are of the four-column type, 
300 feet (92 meters) high, and guyed in four directions. After a 
number of this type were erected, a three-post design was adopted 
as shown in Figure 3. Figure 4 shows a I lO-foot (144-m('t('r) 
example, as erected at San Francisco and Honolulu, where 600- 
foot (200-meter) examples have also been erected. More recent 
examples are three 440-foot masts for the British Admiralty at 
P()rt<mouth, England, and one 492-foot (150-meter) mast 
at Bally bunion, Ireland. This last is shown in Figure 5. 

SUMMARY: For radio work, the use of wooden guyed structures is advo- 
cated on the grounds that Hbtj are inexpensive and suited to the doubtful 
permanency of some radio stations. The horizontal pull of the antenna at 
the top of the masts is assumed to be about 14,000 kg. (30,000 lbs. J; thus 
taking account of wind preasnte, ice covering of the antenna wires, and the 
tension due to elindnstion of wire sag. The antenna should be guyed at a 
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Figure ;J 
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Figure 5 
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number of points to avoid long spans with high stresses due to beam 
and column action. The use of many light guys is advisable because of the 
dittculty of breaking up heavy guys by insulatois. The position of the 
anchorages is determined by considerations of guy economy and of value of 
surrounding land. In calculating wind stresses, an assumed wind load on 
the masts of 200 kg. per sq. meter (40 lbs. per square foot) is used; and about 
0.8 to 0.9 of the mast surface is regarded as effective in opposinp the wind. 
The load at the center of each span is equal to the dead weight ot the 
masts above added to the stresses due to beam and long column action. 
This load enable<^ calculating the cross section of the masts. For masts up 
to about 100 meters (300 feet) high it is recommended to use only one sixe of 
timber to svoid complication. Above that height* a second lighter timber 
may be used. The construction of the anchorages is described and the 
method of erecting the masts is considered. Several examples of this type 
of mast are then shown. 
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George S. Davis: My discussion on the tubular steol masts 
descri])ccl by Mr. Weagant, with the possible exception of the 
initial cost of material \v\\\ apply with equal force to the wooden 
lattice type of mast which is so ably described by Mr. Elwell. 
The wooden lattice ma.sts may possibly have certain advantages 
in certain localities, but within the last six or seven months we 
have had an example of what will occur to this tyj>e of mast 
when it has been in use for any l{'n<ith of time. I refer to the 
accident at the United States Naval Radio Station at Colon, 
Panama, of a few months ii^o, in which two men were killed 
while engaged in dismantling one of the wooden masts installed 
aluuit 1904. The aerial equipment of this station originally 
consisted of three wooden lattice masts, one of which I believe 
blew down during a high wind a year or two after it was erected. 
The station has since been using only two masts, and judging 
from the descrij)tion of the accident both had been considered 
unsafe for some time. The height of these masts, us near as I can 
remember, was 250 feet (80 meters). Of course tliese masts 
were subjected to the unusual climatic contlitions ol the Tropics, 
and possibly to the ravages of insects; and for these reasons 
the use of wooden lattice masts in hot countries appears to be 
undesirable. I recall also that the old United Fruit Company's 
station at New Orleans was originally equipped with a wooden 
lattice mast 200 feet ((iO meters) in height, and that when the 
self-suppt)rting towers wi-re substituted and the wooden mast 
thrown down, it was found that the wood in a nundx-r of j)laces 
was rotting l)adly; and it is safe to say that it would not have 
withstood the elements, or the antenna strain much longer. 

The point that Mr. Elwell makes in regard to using wooden 
lattice masts temporarily, or until such a time as the station site 
is definitely decided upon, has been brought uj) at (lilTerciit times 
but it does not seem to have received any very great considera- 
tion, probably owing to the fact that once a station is erected it 
has only in a very few in.stances been found desirable to move it. 
It is safe to say that if such stations had been e(iuij)ped with 
self-supporting steel towers they could have been just as readily 
taken down and re-erected on a new site at less waste perhaps 
than would occur in taking down and re-erecting a wooden 
lattice mast. 

Alfred N. Goldsmith: There are a numlier of portable and 
semi-portable types of masts in use. In one of these portable 
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masts, a steel tape is used which, with a number of circular or 
square flanges surrounding it, can be raised by means of a 
windlass to a considerable height and then guyed in place. 
It can be used either as a support for the observer in military 
work or as a support fur an antenna in connection with radio 
communication. Such masts can he raised to a height of from 
75 to 100 feet. (See Jahri)uch fur drahtlosc Telegraphic, etc., 
Vol. 3, 1910, page 521.) Among other typos of masts whicli 
can he rapidly a.ssembled is the Rendahl must, much used in 
(icrmany, and a number of the other similar types of masts 
which have been employed in this country and elsewhere. 
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LONG RANGE RECEPTION WITH COMBINED CRYSTAL 
DETECTOR AND AUDION AMPLIFIER* 



By 

Habadbn Pratt 

In the early part of the present year, an antenna waa erected 
at the University of California to receive the time signals from 
Arlingtoiii which station was then engaged in the Paris-Arlington 
longitude difference tests. The writer was thus enabled to con- 
duct some interesting experiments in long distance reception 
during February, March, and April. 

On the western coast of the United States, the radio con- 
ditions appear to be unusually favorable during the winter 
months. This is particularly the case in the San Francisco 
Bay region, where the almost complete absence of thunder 
storms and, in fact, atmospherics of any strength during the 
time mentioned makes the reception of signals from very distant 
stations nearly continuously possible. 

The first antenna used in these experiments consisted of a 
wire 750 feet (230 meters) long supported at one end on a 300- 
foot (92-meter) steel tower, and by an HO-foot (24. .")-ni<'t(T) stack 
at the en(i nearer tlie receivinj^ apparatus. The results obtained 
were so encouraging that two extra wires, spaced al)out 3 feet 
(92 cm.) apart were subsetjuently added. The strength of the 
signals was practically doubled by their presence. The funda- 
mental or natural wave length of the antenna system wa.s about 
1,170 meters. 

The receiving apparatus differed from the usual tyi)e only in 
that a galena-audion amplifying combination was used. The 
latter arrangement was based on the following principles. 

It is at present understood that the audion detector pos- 
sesses two distinct and separal)Ie pro])ortie8 in connection with 
currents of radio frequency. Firstly: because of the unilateral 
conductivity of the region around the heated filament, oscillating 
currents in passuig across any portion of this region suffer a 

* Ddivcrad befon The Institute of Radio Eogineen, New York, Decem- 
ber 2. 1914. 
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partial rectification. Thus one current impulse per wave train is 
produced, and an ordinary polarised telephone receiver can be 

aflfected by the transformed energy. Secondly: in the audion, 

the potential gradient across the rarefied gas, from the filament 
outward, is not linear. And the total potential difTcrenee across 
this si)a('e is brought to a critical value such that any further 
increase in it will cause a large current to flow. We have thus 
an aniplificT and rectifier combined. The anij)lifying quality 
•differs considerably in different bulbs, the shape of the E-I curve 
being an individual characteristic of the bulb. 

A very good galena crystal and an audion bulb of fair sensi- 
tiveness were available in these experiments. When the two 
were used in combination, the autlil)ility of received signals was 
enormously increased. It is interesting to note that there are 
many possible combinations of these detectors, and that a large 
number were tried before a successful one was found. 

Five changeable features exist which affect the sensitiveness 
of the combination. They are: 

« 

1. Polarity of the filament battery, 

2. Polarity of the secondary ("B") battery, 

3. Interchanging of the galena detector terminals, 

4. Interchanging of the grid and plate, and 

5. Interchanging of the terminals of the secondary of the 

receiving transformer. 

Each of these features was found to affect the strength of 
the signals received in the telephone. There was, indeed, one 
good combination out of 120 possibilities. The proper arrange- 
ment under conditions 1, 2, and 4 could be quickly found, how* 
ever, because of the extreme effects produced when the adjust- 
ment was incorrect. The reason for including condition 5 is 
that the capacity between the primary and the secondary of the 
receiving transformer and the capacity of the audion apparatus 
to ground were different for the two modes of connection. 

The results obtained with this comldnation of galena and 
audion were very satisfactory, j)reviously inaudible signals 
becoming perfectly readable. To determine the amount of the 
amj)lifirati()n numerically, and to show the constancy of adjust- 
ment, a number of measurement of the audil)ility of signals 
were taken. Tiie galena detector was used as the basis of com- 
j)arison in these mea>ur( iiients, not only because of its steadiness 
and ease of adjustment, but also because it is representative 
of the best ordinarily used rectifying detectors. The shunted 
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telephone method of measuring audibiHty was employed. Con^ 
staney of the galena deteetor adjustment was eontrolied from 
day to day l)v noting the audibility of a buzzer signal kept 
constant in intensity thruout the exi)eriments. 

The values tabulated below give the mean of more than 200 
independent values taken over a period of M) days. The stations 
ranged in distanee from close at hand to over 5,000 miles (8,000 
km.) away. They lay in all directions from the receiving station, 
their wave lengths were betwe(Mi 600 and 3,200 meters, and their 
spark frequencies between 100 and 1,000 per second. 

In the columns headed "1," are given the au(lil)ility using 
galena alone, in columns "2" the audil)ility u.sing galena and the 
audion. Cohnnns "3" give the ratio of these audibilities, that 
is, the amplification ratio. 



1 

Audibility 
with 
Galena 

507.0 
3.6 
4.5 
2.7 
1.5 
9.8 
4.5 
8.0 
28.0 



Audibility 
with 
Combination 

3541.0 

36.4 

51.6 

30.5 

18.7 

118.6 
60.0 
72.0 

253.0 



3 

Ratio 
7.0 
10.3 
11.4 
11.3 
12.5 
12.0 
13.2 
9.0 
9.0 



1 

Audibility 
with 
Galena 

5.0 
18.3 
26.2 

6.0 
90.5 
13.0 
26.0 
13.0 
51.0 



Audibility 
with 
Combination 

60.0 
273.0 
254.0 

51.8 
895.0 
102.0 
355.0 
119.0 
505.0 



3 

Ratio 
12.0 
15.1 
9.7 
8.6 
9.9 
7.8 
13.6 
9.1 
9.9 



Average Amplification — 10.6 

The average value of the amplification is, therefore, about 10. 
In order to note the effect of changing the '*B" battery potential 
across the audion when using the adjusting telephone shunt, 
another pair of telephones was kept in series with the measuring 
pair and shunt. By listening in this extra pair of receivers, it 
was found that adjusting the shunt for audi)>ility measurements 
did not disturb the signals. No single set of observations on one 
signal was averaged for more than one half hour's readings. 

In carrying on these experiments it was noticed that audion 
bulbs which served excellently as detectors when used alone 
were not neeessarily of value when used in combination with the 
galena as an amplifier. To determine the proper characteristics 
of an audion bulb for use in connection with the galena, some 
further experiments were tried. 

m 



Digitized by Google 



It was noted first that, with certain values of the "B" battery 
potential of the audion, the clicks in the telephone while adjust- 
ing the galena crystal became weak, and the ease of manipula- 
tion was much increased. On the other hand, at other values 
of the "B" battery voltage, the clicks were loud and the crystal 
adjustment could be made only with considerable trouble. 

A microvoltmeter was placed across the galena crystal, and 
it was foimd that for a certain value of the "B" battery voltage 
of the audion, no potential difference existed across the crystal. 
It was with this adjustment that the crystal could be adjusted 
and used most easily. Using one of the crystals, the relation 
between the "B" battery voltage and the potential across the 
crystal was determined. A curve showing this relation is shown 
in Figure 2. (Figure 1 shows the normal arrangement of the 
circuits.) It is interesting to note that for zero potential across 
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tlic crystal, the "li" l)att('rv voltajjc for the particular audion 
used was nearly t lie critical value for that jjarticular hull). The 
point of zero ])otential across the crystal could be hroufjht to 
coincidence with the critical "H" battery value of the voltage by 
slightly varying; the filament (or "A" battery) voltage. 

With ])oor autlion bulbs, unsuited for use as ani{)lifiers in 
conjunction with galena crystals, these conditions were not found 
to exist. The "H" battery potential could be varied, but the 
crystal potential never fell to a very low value. When the "B" 
battery potential was increased, the crystal potential dififercnce 
diminislied, but the i)lue light would appear in the bulb showing 
that the critical potential value had been passed, and saturation 
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readied. No variation in the value of filament current could 
alter this condition. 

It appears that unless the "B" battery potential can be 
brought to a critical value and at the same time the crystal 
potential difference is zero, satisfactory operation of this device 
cannot be secured. 




During the month of February, 1914, using the amplifier 
descril)ed, signals were received from Sayville (Long Island, 
New York), Arlington (Virginia), Key West (Florida), Colon 
(Panama), stations in Alaska, and others including a station in 
eastern Siberia. One night, signals were heard from two Tele- 
funken stations, one in the Marshall Islands, and the other on 
Yap Island in the Caroline group. The distances of these sta- 
tions from San Francisco are respectively 5,100 miles (8,200 km.) 
and 0,100 miles (9,800 km.). These signals were heard every 
night for three months thereafter with a nearly steady au(lil)ility 
of 2."). The strength of signals varied but slightly from night to 
night. Nevertheless the.se stations experienced great difficulty 
in working with each other, altho they were but 2,100 miles 
(3,400 km.) apart. The more distant station of the two could 
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with difficulty be heard using dther the audion or galena alone, 
but with the combination, signals were always readable up to the 
month of May, when the summer atmospherics began to inter- 
fere. Local signals caused no interference as the wave length 
of these stations was above 3,000 meters. 

SUMMARY: It an audion bulb is used as an ordinary receiver, across the 
'^stopping" condenser in aeries with a galena detector, an amplification of 
signals of about ten times is attained. The audion bulb used, to be effect- 
ive for this purpose, must have certain definite voltage-current character- 
istics, which are described. The circuit diagram is given. Working with an 
antenna of an approximate fundamental wave length of 1,200 meters, a nam* 
ber of observations on stations up to 8,000 km. away were made. 
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DISCUSSION 

Lee De Foiest: Unfortunately, I find myself this evening 
in the unpleasant position of being explicitly directed by my 
patent attorneys not to give out any information as to my own 
recent work with the audion, so far as such information relates 
to any practical application. 

In answer to a question, I wish to say that in 1905 and 1906 
I investigated the effect of a magnetic field on the audion, and 
found that with certain bulbs a magnetic field, carefully dis- 
posed, could so localise' and "focus" the cathodic discharge 
(probably on edges or corners of the "wings") as to increase 
considerably the sensitiveness of those bulbs as detectors. By 
this means, a diminution in filament current could be effected 
without loss in original sensitiveness. However, the same 
degree of sensitiveness could generally be att.iiiied without the 
magnet, by a different adjustment of the *'B" battery voltage 
and the filament current. 

Alfred N. Goldsmith: I believe that those who have 
worked with the extremely sensitive receivers of the audion 
amplifier type will aprce that the sensitiveness of the detector, 
at least for work in the summer months, cannot be profitably 
increased because atmospheric disturbances already produce 
sounds many times louder than the desired signal. Until we 
learn to overcome the problem of static, any further increase in 
detector sensitiveness is of no practical advantage. And some 
idea of the difficulty of the problem of eliminating static may be 
gathered from an analogy in the field of mechanics. Required 
a tuning fork, which shall respond loudly to a note of a given 
pitch, but shall not respond to a sound of the same pitch simul- 
taneously accompanied by vibrations of oihvr pitch in phase 
with it, and which shall not respond, or but feebly, to a hammer 
blow! 

J. H. M orecroft: It seems to me highly regrettable that a 
member, called upon to discuss the electrical actions taking place 
in such a device as the audion, a device not new, but well known 
to all radio men, should feel that his speaking in such a way is 
subject to the dictates of a patent attorney. Surely the art of 
radio telegraphy is not going to progress very rapidly if all the 
men working in this field are so restricted in dealing with the 
information which their work yields. 

I hope that in future writings on radio work Mr. .\rm8trong 
will be given the credit due to him for the conscientious and 
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careful work he has done on the audion, which work was carried 
out to a hirge extent in the radio hil)oratory of Cokimbia Uni- 
versity. Until taking up the audion with him and applying the 
oscillograph to explain its action. I knew l)ut little about it. 
In fact it is impossible to find in the literature a careful study of 
the operation of this wonderful device. But, thanks to the 
oscillograph, its actions are now clear and the reasons for the 
different behavior of the bulbs under different conditions is 
known. 

The study of the audion leads one into advanced questions 
in modem physics :m'l ( xtremely interesting. Altho we could 
not exactly simulate actual conditions of radio work (as we had 
to use frequencies of the order of 100 cycles) it must be remem- 
bered that| with proper discretion, the laws tleduced for low 
frequency phenomena, are directly applicable to high frequency 
phenomena. The study of the audion is being continued in our 
laboratory and I hope will yield results interesting to the mem- 
bers of the Institute. 

I think the results given in Dr. Austin's paper arc extremely 
interesting, as they, too. iz'wc us some exact information on a 
very hazy subject. If the £ditor of the Proceedings can con- 
tinue his good fortune in getting papers of this class, we may 
Boon regard the Pboceedings as our most valuable reference on 
radio subjects. 

Alfred N. Goldsmith: In Mr. Tesla's lectures, delivered 
before the Institution of Ehn'trical Kngineers in London in 1904, 
and i)ublishe(l as "ExiK-rinHMits with Alternate Currents of High 
Potential a!id Higii Freciucncy," he describes on page 43 et seq. 
the plienonit'iion of the "rotating brush." This glowing electron 
stream was extraordinarily sensitive to electrostatic forces; so 
much so that the aj)proach of the observer at a distance of several 
meters would deflect it noticealdy. Its sensitiveness to magnetic 
forces is shown by its rotation under the influence of the earth's 
magnetic field. I sliould like to ask Dr. de Forest if he has ever 
noticed any at all similar eU'ect with the audion. 

Lee De Forest: I have frequently observed a somewhat 
similar phenomena in bulbs where the "B voltage'^ is made 
sufficiently high to produce the ''globular" blue aura around the 
edge or the back face of the wing of an audion. Then, by adroit 
manipulation of filament current, this aura can be brought to a 
state of unstable equilibrium where the approach of the hand 
to the bulb, or the reception on the grid of strong radio signals, 
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will produce a flickering or dancing of this glow. The phenomenon 
is a beautiful one, but I have never found a sensitiveness ap- 
proaching that described by Mr. Tesla. 

I believe that Professor Morecroft's confidence in the cor- 
rectness of his dictum that electrical laws and phenomena must 
necessarily hold for high frequencies exactly as for low fre- 
quencies is not sufficient to warrant him in passing a 60 cycle, 
^,000 volt current thru his body as readily as he would one of 
100,000 cycles and like voltage! 

But unless he is thus ready to admit of no exception to his 
rule he should not be so certain that oscillograms of audio 
phenomena at 100 cycles describe what takes place at 100,000 
cycles. 

I, myself, am by no means so sure that Mr. Armstrong's very 
interesting exposition really tells us all that transpires, whether 
the audion is used as a detector or amplifier, especially when 
we remember that there are many varieties of bulbs. 

E. F. W. Alexanderson: In connection with the discussion 
of the mercury valve as a detector, I should like to call attention 
to an observation which I have made that a mercury rectifier 
shows considerable sluggishness at radio frequencies; and tho 
it is possible to use a mercury rectifier for doubling lUO.UOO into 
200,000 cycles, the action is much less efficient than it is at 
onlinary frequencies. The sluggishness would probably exist 
in any vacuum detector containing mercury or an ionized gas. 
The usefulness of such a valve detector will therefore largely 
depend upon the extent to which it would respond to high 
frequencies. This is what I had in mind in my question to 
Mr. Armstrong as to the method for making the oscillograph 
measurements, but from his answer I gather that he used a 
vacuum valve which is not sluggish. 

Roy A. Weagant: Mr. Pratt's paper is of considerable 
interest giving, as it does, quantitative measurements of the 
amplifying power of the audion when used in receiving actual 
radio signals. I note that Mr. Pratt depends upon the shunted 
telephone method of measurement, and while he has taken 
precautions to prevent the shunted resistances disturbing the 
adjustments in the wing circuit, I think there is always a liability 
to error in this method, and it would seem preferable to make 
use of a sensitive galvanometer for this work. Of course, this 
instrument could not be connected directly in the wing circuit, 
because of the direct current flowing tlierein, but could be 
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coupled to it by a suitable transformer. I am particularly 
interested in the explanation of the actions taking place within 
the audion as described by Mr. Armstrong in his discussion; 
as this is the first time to my knowledge that these phenomena 
have been properly investigated and anfdysed; previous explana- 
tions have been made to the effect that imposing either positive 
or negative potential upon the grid, resulted in the decrease of 
current flow thru the wing circuit. This explanation may seem 
valid to experimenters who have made the test, because, unless 
certain, not specially evident precautions are taken this result 
will be obtained. I hope that Mr. Armstrong will, at some 
future time, fully explain these points. That this former explana- 
tion of the audion phenomena is invalid, was pointed out by me 
during the discussion of Dr. de Forest's paper on the "Audion 
Amplifier" when I stated that on the basis of this explanation 
the audion would be ii frequency clianger; that is. tiiat tlie 
action of electromotive forces upon the grid circuit would give 
rise to a current in the wing circuit, having a fre(|uencv twice 
their own. The action described by Mr. Armstrong may l>e 
termed the i)ure electron j)henomenon and is the result of the 
bombardment of the molecules of rarified gas by the negative 
electrons in (heir passage from the hot filament to the coltl 
plat<'. This action gives visil)le evidence of its existence in the 
so-called "l)lue arc" which appears when the voltage of the 
wing circuit is raised al)ove a certain critical value, and is ac- 
companied by a very greatly increased flow of current thru the 
wing circuit. Ordinarily when the audion is in this condition, 
its sensitiveness is of very low order, but by the employment of 
valves of special characteristics and the use of suitable circuits, 
von Lieben and Reisz have been able to render the valve very 
sensitive when in this condition, and to secure thereby a greater 
degree of amplification than is possible by the usual arrangement. 
This is due to the fact that the volt^ampere characteristic of a 
vacuum valve detector is very steep just at the point where the 
ionization begins to appear. With the audion as usually con- 
structed this curve is so excessively steep that it is impossible to 
take advantage of this property, stable adjustments being 
impossible to secure. 

Lester L. Israel: In Mr. Pratt's measurements, audibilities 
were determined by the shunted telephone method. I believe 

that great caution must be observed in using this method with 
the audion. Dr. de Forest has recently pointeil out to me that 
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if this met hod is used as is customary with crystal detectors, the 
efficiency of the audion is varied. I have found that for audi- 
bilities greater than four, serious inaccuracies appear with most 
bulbs, due to the variation of plate potential. Bulbs sometimes 
flash over when using the shunt resistance. 

Mr. Pratt has attemptetl to meet this objection by placing 
a higii resistance in series with the telephone making the variable 
potential drop across the telephones negligible. This certainly 
keeps the audion efficiency at a nearly con.stant value but now 
the theory of the shunt method no longer applies in the same 
manner as with crystal detectors. 

With crystal detectors the generated E. M, F. varies so that 
the energy output is constant when the absorbing resistance is 
varied. 

R 

Thus with a shunt resistance R, = we have 

4 

telephone energy — (Rt) (it)' 
shunt energy « ("^ w) 
total energy « 5 Rt it' 

and the audibility is properly taken as 

Rs H" Rt e 

With a galvanometer in scries with the detector, the current 
increases only a.s the square root of the audiljility so that the 
energy measured on a galvanometer (Rgig") is proportional to 

the audibiUty j" ^. 

When using Mr. Pratt's method, it must be remembered that 
R -l- R 

the value — - gives only the ratio of current thru the series 

resistance R to the audil)le telephone current. 
The actual energy' output of the audion is 

R?orR(^" + ?')'i„ 

so that audibilities should be takr-n as ])roportional to the 
square of the audibility meter reading, when R, is negligible in 
comparison with R. In order to make comparisons with crystal 
detectors, the audibility of audion signals should be taken as 



R /R, -h RtV 

RiV R. / 



sinoe this value gives the ratio of total energy output to Rt it*. 
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THE THEORY OF HETERODYNE RECEIVERS 



(A Discussion on "The Heterodyne Receivinq System*** 

By John L. Hogan, Jr.) 

By 

Benjamin Liebowitz 

Certain misconceptions seem to be current regarding the 
mode of amplification in receivers of the heterodyne type, iit 
which a local radio frequency current is made to produce beats 
in conjunction with the received current. It is usual to assume, 
for example, that the maximum energy present in the ant<'nna 
due to both currents is proportional to (ii + io)", and the mini- 
mum to (ii — io)-, giving an energy fluctuation of 4iii2: whereas 
the energy due to the rereive(l current alone would he pro- 
portional to Pi; from which it is deduced that the ratio of 

amplification is 2p The incorrectness of this view will appear 

from the following discussion. 

Suppose^ the received and local currents to be simple harmonic, 
the first expressed by 

ii » A sin pt, 

and the second by 

it » B sin qt. 

Let L denote the effective inductance of the antenna, and W 
the instantaneous value of the energy present in L. Then 

W - 1 L (ii + is)* - ^ L (A sin pt + B sin qt)< 

s 1 LA^ • sin' pt + 5 LB^ • sin' qt + ABL- sin pt • sin qt 

= ^ L [A*sin« pt -f B«8in»qt -}- AB cos (p - q) t 

— AB COB (p + q) t]. 
The instantaneous value of the energy has, therefore, four com- 

•A paper printed in Thk Phoceedingh of The Institute op Radio 
EKOiNBBaB, 1913, Volume 1, Part 3, page 75, ^tq. 
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poneiits, which for convenience maj'' be denoted by Wi, W2, W3, 
and W4. In dealing with energy, however, it is necessary to 
consider not the instantaneous values, but the average values. 
Thus, it would be incorrect to as.sunie that Wa represents the 
ener^;y available for producing signals l)ecause it fluctuates 
with audible frecjuency, without regard to its average value; 
for, if that were the case, the received current acting alone 
would have no energy available for producing signals, fit 
must be l)orne in mind that the energy present in the antenna 
IS un(hT consideration, without regard to the manner in which 
that energy is utilized.) It is, therefore, only the average value 
of W which is of importance, and to find this average value we 
have merely to Hud the average values of the four components 

and add them. The period of Wi is and if we integrate Wt 

from any instant, t, to an instant one period later, i. e., to 

t + and then divide by the period, we get: 
P 

Average of 



Wi = - . -g- j 8m*pt • = - • - ^ j (1 — COB 2pt) 

.E.!f'(.'-'.«p.); 

where It is the effective value of ii. 
Similarly, it can be shown that 

Average of Wi = -j- « ^ L— - ^ L Ii% 

where U is the effective value of it. Turning now to Wj, the 
period is , . and if Ws is integrated from any instant, t, to 

(p- q) 

t + , and the result divided by , . , we get; 

(P-q; (p-q) * 

Average of Wj = ^ • j cos (p — q) t • dt 

t 

2* 



dt 



t f 

P 
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Similarly. Average of W\ = O. 
} I elite the average value of the energy present in the antenna 
is given by 

Average value of W = ^ L (h* + 1^). 

In other words, when currents of different frequencies are 
present in a circuit, the average value of the energy present is 
equal to the sum of the average values of the energy due to each 
current separately. In fact, the law of conservation of energy 
demands this; and furthermore, it b a well-known theorem in 
electrical theory, that if a number of currents of different fre- 
quencies and of effective values Ii, Is, Is • • • are present 
in a resistance R, then the average rate of heat development is 
equal to 

R(Ii' + Ir + V-h ■ • • ). 

It is clear, therefore, that receivers of the heterodyne type 
do not amplify by increasing the energy component of the re- 
ceived currents in the antenna. Before considering the true 
mode of amplification in such receivers, it is necessary to dis- 
tinguish between two types of amplification, namely: (1), by 
infusing new energy into the received oscillations, and (2), by 
increasing the efficiency of the receiving apparatus. As an ex- 
ample of ani})lification by the infusion of new energy into the 
incoming oscillations, consider receivers which employ an elec- 
tron stream acted on by the currents to l)e amplified. In such 
receivers the resulting variations in the electron current can 
be made many times greater than the amplitude of the original 
current, so that here we have actually reproduced the original 
currents, hut with greater energy. As an example of the other 
type of amj)lificat ion, consider the ordinary telephone receiver. 
That the presence of the permanent magnet produces an en- 
ormous increase in the amplitude of the vibrations of the <lia- 
phragm is too well known to require mention, but it cannot be 
said that the permanent magnet puts new energy into the system. 
This is clearly amplification by increasing the efhciency of the 
receiving apparatus; the energy in the sound can never exceed 
the energy in the received current. 

The theory of ordinary telephone receivers, as usually pre- 
sented, is worthy of further scrutiny in this connection. The 
force of attraction between a magnet and a piece of iron is directly 
proportional to the square of the flux. If this flux has a constant 
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component <f>i, and a variable component ^isinpt, the force 
at any instant is proportional to 

(♦i + 4>t sin pt)* « +1* + 2 ^1 ^ an pt + ♦iP sin* pt. 

<f>i is usually very Inrpe compared with ^2; hence, neglecting 
the last term, the variable force is proportional to 

^♦isinpt, 

and since <f>2 is proportional to A, the amplitude of the received 
current, the variable force is proportional to 

A ^1 sin pt. 

Hence, the larger the permanent flux the larger the useful force. 

This theory is correct, however, only so long as the motion 
of the diaphragm is very small; i. e., only so long as the ef- 
ficiency of the receiver is very low. The telephone receiver is, 
after all, a synchronous motor, and the excursions of the dia- 
phragm produce a hack e. m. f. in the coils, just as in any other 
motor. This hack e. ni. f. is ordinarily neglif^ihle, because the 
efficiency of the telephone receiver is ordinarily very low. For 
higher efficiencies, however, this hack e. m. f. would attain 
values of the same order of magnitude as the resistance reaction 
and inductance reaction, and the effect of this would l)e to 
diminish the incoming current. Hence, the useful force cannot 
l)e indefinitely increiised by increasing the permanent ffux; 
the best that can be attained is an increase in the efficiency. 
This phenomenon is analogous to the events in an ordinary 
motor; as the motor speeds up the back e. m. f. becomes in- 
creasingly important, and, at full speed, is the largest reaction 
in the circuit if the motor is efficient. 

The theory of the electrostatic telephone receiver in which a 
constant diff'erence of ]M>tential is maintained between the plates 
is entirely analogous. If Vs represents the constant e. m. f. and 
Vi sin pt a superimposed variable e. m. f then, since the force 
between the plates varies as the square of the e. m. f., the force 
at any instant is proportional to 

( V2 + Vi sin pt)- « Vi« + 2 Vi V2 sin pt + W sin^ pt. 

Again neglecting the last term, the variable component of the 
resulting force is proportional to 

Vi Vasin pt. 

This could be indefinitely increased by increasing Vs indefinitely; 
but here again a back e. m. f. is produced as soon as the device 
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becomes appreciably efficient, and this back e. m. f . results in a 
decrease of Vi when Vs is increased. In this receiver, the bat- 
tery which maintains the constant voltage does not supply any 
useful energy. It acts in a manner entirely analogous to the 
permanent magnet in the ordinary telephone receiver. The 
acoustic energy of such a device can never exceed the energy 
in the received currents. 

Turning now to receivers of the heterodyne type, consider, 
for example, the form shown in Figure 11 of Mr. Hogan's paper, 
"The Heterodyne Receiving System." (See these Proceedingb, 
July, 1913.) No attrmpt will be made to give a ri^^orous theory 
of the problem prrscnted by these circuits, but an approximation 
of the facts suHicieatly close for pruclical purposes will be pre- 
sented. 



In the circuit IJ of Figure 11 of Mr. Hogan's paper, sup- 
pose that the two currents, 

ii = A sin pt and is — B sin qt 
are flowing. The voltage across the condenser J will be 



where a = — , b = , and C is the capacity of con- 

p c q c 

denser J. It can be shown, in a manner ('ntirely simihir to 
the previous cases, that the average value of the energy present 
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in this condenser is proportional to (a* + b') and not to (a + b)'. 
Suppose now that a is much smaller than b, as is the case in 
practice; then, denoting the difference in the amplitudes by h 
(h = b — a), we may write v in tlie form 

V — tk (cospt + cosqt) + hcofiqt 

« 2 a cos (^-^^ ^ ' cos (^-y^) t + h cos qt. 

The voltage across the condenser J can, therefore, be resolved 
into two components, 

vi s 2a cos ^ t • cos {^~^^ ^ ^^'^ vt « (b — a) cos qt. 

The first may be called the ''beat" component, the second the 
"sustained" component. The graph of Vi is of the form shown 
by Mr. Hogan (loc. cit .) in Figure 4, curve C; the graph of vt is 
a simple sine curve. Tlio rffrcts of these components in the rec- 
tifying detector circuit KLM will now be separately considered. 





FlOfRK 4 
(or OaiGINAL papeb) 



Owing t(3 the rectifying and integrating action of the de- 
tector circuit, the rapidly varying voltages vi and Vt give rise 
to constant or slowly varjnng unidirectional currents through 
the telephone receivers M. More specifically, the "beat" volt- 
age component Vi tends to produce a current in the detector 
circuit of the form shown in Figure 6, ctirvc C of Mr. Hogan's 
paper, with the negative loops omitted, however. But owing 
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to the high resistance of the detector and the large inductance 
of the telephone receiversi this series of unidirectional current 
loops is smoothed out into the form shown by Mr. Hogan's 
curve E of Figure 6. The maximum value of these smoothed 




r, 4 

Figure 6 

(or ORIUINAL papbr) 



loops will obviously be proportional to the maximum amplitude 
of the "beat" component, i. o., to 2a, and since the minimum 
value is 2erO| the amplitude of the variable component of the 
telephone current will be directly proportional to a, which in 
turn is proportional to A, the amplitude of the received current. 
We see, therefore, that the amplitude of the variable telephone 
current is directly proportional to the amplitude of the received 
current. 

Consider now the sustained voltage component (b — a) cos qt. 
It will obviously give rise to a practically constant, unidirec- 
tional current thru the telephone receivers. This might 
result in two improvements (1), a slight increase in the sen- 
sitiveness of the telephones resulting from a possible increase 
in the permanent flux, and (2) an increase in the detector 
sensitiveness resulting from workinpj on a bettor part of its 
characteristic. Whether or nut these improvements exist is 
immaterial from our present point of view, heeause if they do 
exist, the same results euuld be obtained by suital)ly placing a 
battery in the detector circuit. In any case it is elear that these 
last two improvements would be amplihcatiou by increase in 
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efficiency, and not by infusion of new energy. Barring, there- 
fore, y)<)ssible improvements which could be obtained by the 
use of a battery, we see that no matter how large the amplitude 
of the local current may be, only that part is useful whose am- 
plitude is equal to the amplitude of the received currents. 

It will now be seen that the maximum true amplification^ 
i. e., amplification by infusion of new energy, which the hetero- 
dyne receiving system can produce is four. To prove this, sup- 
pose that the local current is absent, that the same system of 
circuits is employed, and that a ^'chopper" in series with the 
telephones is used to break up the sustained received oscilla- 
tions into trains of audible frequency. The maximum value 

of the voltage across condenser J will now be equal to — — , 

assuming the current in I.J to be oxprossiblo by Asinpt, as 
before. The resulting pulsating current tliru tiic tch'plione 
receivers will, therefore, vary between O and a maximum 

A. 

value proportional to i. e., proportional to A. Hence the 

amplitude of the telephone current will be proportional to ^, 

But we have seen that when the local current is present, the 
amplitude of the telephone current is proportional to A, the 
factor of proportionality being the same in both cases; and 
since the acoustic energy is proportional to the square of the 
telephone current, it follows that the useful energy is four times 
as great when the local current is present as it is when the 
local current is not present. At the very most, therefore, the 
maximum true amplification which the heterodyne receiving 
system can produce is four. Any additional amplification 
which has been observed must be regarded as due to an im- 
provement in the efficiency of the receiving system, and not to 
any particular virtue of the heterodyne principle. Such addi- 
tional amplification is obtained, for example, by making the 
beat frequency equal to the natural frequency of the telephone 
receivers. 

The form of the heterodyne receiver which we have been 
discussing, i.e., the form shown in Figure 11, is the most efficient 
of all those described in Mr. Hogan's paper. The other forms 
shown offer considerable mathematical difficulties when the 
energy relations are analysed, altho the principal forces acting 
may be readily found. Thus, for example, in Figure 10, suppose 
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that the voltage v across the electrostatic telephone receiver D 
is expressible by 

V » a cospt + b cos qt, 

tlie first term being duo to tho inconiiiiji;, the second to the local 
oscillations. Since the force between the plates of the receiver 




T»5 »0. 

FiorRE 10 

(or ORIUINAL i-AI KK) 



is proportional to (v)*, we have, denoting the force by F and a 
proportionality factor by K, 

F = K (a cos pt H- b cos qt)* 

= K (a* cos* pt + b* cos* qt + 2 ab cos pt cos qt) 

= K [a* cos* pt + b* cos^ qt -h ab cos (p — q) t -{-ab cos (p -|- q)t]. 

The force, therefore, has four components, only the third of 
which is useful in producing acoustic energy. Hence the useful 
force is given by 

f K a b cos (p — q) t. 

This shows that the greater the amplitude of the local oscil- 
lations, the greater is the useful force; but here again we should 
have back e. m. f.'s produced which, as soon as the device be- 
came efficient, would limit any further increase in the force due 
to a further increase in the local amplitude, by reducing the 
incominf^ amplitude proportionately. It is clear that the local 
oscillations perform the same function in this system that the 
permanent magnet does in the ordinary telephone receiver and 
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that the constant impressed voltage does in the electrostatic 
telephone receiver. It is possible, however, that the local 
oscillations may give, besides, a limited amount of true ampli- 
fication, as they do in the form discussed above. An investi- 
gation to determine whether or not this is the case would be 
difficult; the value, moreover, of such an investigation would 
be doubtful, since this form is not the moet efficient and since 
it has been just shown that the maximum true amplification 
obtainable in the most efficient form of the heterodyne receiver 
is four. 

SUBfMARV: The necessity of viewing the energy relations in the hetero> 

dyne receiver from the standpoint of average, not of instantaneous values, 
is pointed out; and the average energy present, due to two currents oi differ- 
ent frequencies is studied. 

A distinction is made between two general types of amplification; (1) by 
infusion of new energy into the received currents, and (2) by increase of 
efficiency of the receiving apparatus. Only the first may be regarded as true 
amplification. As examples typical of the second, the theory of the electro- 
magnetic and of the electrostatic telephone receivers is sketched. Finally^ 
it is shown that the maximum true heterodyne amplification is four. 



191 



Digitized by Google 



DISCUSSION 



Louis Cohen: At the beginning; of the article, we have a 
mathematical demonstration to show that rocoivers operating 
on the heterodyne principle do not amplify the energy of the 
received current. Tlio result is summarised in the following 
statement: "It is clear, therefore, that receivers of the heterodyne 
type do not amplify the energy component of the received 
current in the antenna." Further on in the article, Mr. Liehowit z 
shows with equal mathematical skill that the heterodyne does 
produce an amplification of four times. To quote again: "It 
will now be seen that the maximum amplification, i. e., amplifica- 
tion by the infusion of new energy, which the heterodyne receiver 
can produce is four." 

It is interesting to note that he arrives at these contradictory 
conchisions by using the same fundamental cfjuatioiis, })ut 
applying difTcTent trigonometrical transformations in either case. 
A litth' reflection sliould have convincMMl Mr. Liebowitz that a 
theory which may lead to tlilTcrcnt conclusicjns, dci)('nding solely 
on juggling with trigonometry, must he fundamentally wrong. 
Thv fact also that all the experimental evidences ol)tained by 
various oi)servers contradict his theory, does not seem to concern 
him. Apparently he prefers to ignore entirely experimental 
facts. 

In support of his argument, Mr. liebowitz shows that the 

average value of the energy- in the circuit is ^L(IrH-l2"), 
where Ii and !« are the amplitudes of the two currents, and 

not gL (Ii 4- 12)', as has been maintained by others. This is 

perfectly true, but it does not prove anything. The error he 
makes is in averaging the energy of each component separately 
for a different period as if the other component were entirely 
absent. This, however, is not the true condition. If we have 
two currents, A sin pt and B sin qt acting on the same circuit, 
and put q » p + A the resultant current in the circuit at any 
instant of time is, 

I = Asinpt -f B sin (p -f- ft) t 

» A sin pt + B sin pt cos t + B cos pt sinjd t 

s (A + B cos p t) sin pt + B sin /8 1 cospt 

= Va- -f B'^ + 2 A Bcos'^^ t sin (pt + 
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The amplitude of the resultant current is variable, of fre- 

Q 

quency — equal to the difference of the frequencies of the two 

currents. The average value of the square of the current for a 
2 - 

period ^ is (A' + B*), but the variation in amplitude is pro- 
portional to 2 A B, and hence the amplification is proportional to 
2 A 

- ; that is, the ratio of the local current to the received 

current . 

In the discussion of the eleetrostutie teh'phone receiver, 
Mr. Liehowitz arrives at :in equation somewhat similar to the 
one ^iven al)ove. whicli leatls to the conclusion that the amplifica- 
tion must he proi)ortional to the amplitude of the h>cal current, 
liut he is not wiUing to achnit this, and he introduces the idea 
of tlie l)ack e. m. f. of tlie teh'phone. What he may mean by 
the l)ack e. m. f. of the infinitesimal displacement of the con- 
denser plate is a little hard to see. The fact is that in the many 
experiments I have carried on using; the electrostatic telephone, 
the sensitivene.s.s continually increaseil as the local current was 
increased. We have ol)tained amplifications of a thousand 
times and more, and our only limitation was the arc noise of the 
local exciting circuit. In the case of the crystal detector greater 
difficulties wore experienced, the irregularity of the arc current 
was a more distur})in<r f:i( tor. but under favorable conditions 
amplifications of twenty to fifty times were obtained. 

Benjamin Liebowits: Mr. Ck>hen's criticisms of the theory 
I have proposed are, with one possible exception, wholly without 
basis, as I shall show. It is true that integrating different 
energy components over different periods is not an entirely 
rigorous process, but since the result obtained is well known 
to be correct, and since the rigorous proof is somewhat more 
complicated than that given, a sacrifice of rigor for simplicity 
is quite justifiable. However, in order to remove all possible 
ground for argument, I shall now prove by a perfectly rigorous • 
method that the average energy ^\ „, due to two currents of dif- 
ferent frequencies present in a circuit is 

If the two currents are given by A sin pt and B sin qt, the 
instantaneous value of the energy is 

W» ^L(Asinpt + Bsinqt)^ 
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By applying the same transformations as are used in the article 
we get: 

W = 1 L [ A* + B« - A« cos 2 pt - B« cos 2 qt 

^ 1 
+ 2ABco8(p-q)t-2ABco8(pH-q)tS. 

iDtegrate this Ix twoon the limits ti and it, and then divide by 
(ti — ti). Remembering that 

1 

Average ofW = . - I Wdt = W^, we get 

U — ti^t, 

W„ = U(A^ + B»--?^ [^8in2p(t,-t,) 
4 t» — ti (. o p 

(\)\ H- ^ sin 2 q (t« - ti) - 2{^ii) ~ ^) ~ *0 

If the time interval be so chosen that 2 p (tt — ti), 2 q (ts — ti), 
(P — q) (ts - ti)i and (p + q) (tt — ti) are all integral multiples 
of ^, then the bracketed term will vanish. But the time interval 
may always be so chosen. For, let k and { be two integers such 
that 

(<,\ f (p-q)(tj-tt) «kff 

l(p + q)(t.-t,)=f;r. 

Then, by addition and subtraction: 

2p(t,-t,) - OH-k)r 

2q(t^-t,) = (/-k);r. 

Hence, if equations (2) are satisfied, 2 p (ts — ti) and 2q (tj — ti) 
will also be integral multiples of But equations (2) can be 
satisfied if the integers k and I fulfill the condition 

pT q " T 

When fp — q) and fp -f- q) are commensurable numbers, condi- 
tion (3) is obviously fulfilled. But even when (p q) and (p + q) 
are not commensurable, the required intepjers can be found to 
an approximation as close as desired, for it is known that any 
fraction can be expressed as the ratio of two integers to any 
required degree of approximation. It follows that the time 
interval (ts — ti) can aJways be so chosen as to make the argu- 
ments of all the sines in equation (1) integral multiples of tt, 
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and hence so as to make the bracketed term vanish. There 
remains therefore 

if effective values Ii, Is are used instead of amplitudes A, B. 
Hence it is established with perfect rigor that the average value 
of the energy due to two currents present in a circuit is equal to 
the sum of the averager values due to each current separately. 
The only possible ground for criticism of the theory is thereby 
removed. 

Turning now to the other points raised, Mr. Cohen tries first 
to overthrow the valiclity of tlic theory by quoting; two .sentences 
from different parts of the article and (hn-hirinj; them to he con- 
tradictory; a little more careful considcTation of the context 
shows, however, that there is no contradiction whatever. The 
first statement quoted l)y Mr. Cohen means tliat merely mixing 
two currents of different frequencies and different amplitudes in 
a circuit does not increase the energy comj)onent of the weaker 
one, since the average energy present is equal to the sum of the 
individual average energies. The theories of Mr. Cohen and of 
Mr. Hogan on the other hand, assert that by merely mixing a 
weak current with a strong oiw of different frecjuency. an amj)li- 
fication ])roj)ortional to the ratio of the amplitudes is produced. 
The first of my statements ([uoted l)y Mr. Cohen flatly denies 
the existence of such am])lification, l)ut it does not deny that 
amplification in other ways: i. v., l)v ])roperly utilizing the 
effect of the two currents in other circuits, is jio.ssible. In fact, 
immediately following this statement in the article will be 
found the sentence l)eginning, "Before considering the true mode 
of nuipUjicdiion in such receivers, it is necessary . . etc. 
The first cpioted statement therefore does not say that nil 
ami)lificati()n is imj)ossible, but only that such amplification a« 
is called for by the older theories is imjiossible. Later on. 1 show 
tliat a limited true ami)lification may indee<l exist. It is clear, 
therefore, that there is no contradiction whatever in the two 
statements quoted, and that Mr. Cohen's first criticism of the 
theory is therefore wholly without foundation. 

Mr. Cohen's next objection is to the method I employed 

in proving that Wn, = ^ L (li^ + Ii^), altho he accepts the re- 

suits. I have already removed this ground for criticism, but 
granting a lack of rigor in the first proof, the result is correct, 
as Mr. Cohen admits, and a faulty derivation thereof would not 
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affect the validity of the body of the theory. Mr. Cohen cannot 
escape from the consequences of this result, therefore, by merely 
calling attention to a lack of rigor in the particular derivation 

emi)loyed. 

As an additional reason for disregarding the aforesaid result, 
Mr. Cohen asserts that nothing is proved thereby. But some- 
thing is most decidedly and very obviously proved thereby; 
viz., that in seeking for the amplification produced by heterodjme 
receivers we must look not for the energy of or the amplitudes 
of all the currents existing in the circuits, but for the energy of 
or the amplitude of the particular current which produces the 
signal. Thus, it is very definitely proved that in the best form of 
the heterodyne receiver (Figure 11 of Mr. Hogan's paper), for 
example, the only criterion for the amplification is the amplitude 
of the audible frequency current in the telephone receivers. 

This conclusion has escaped Mr. Cohen, for he persists in 
attempting to deduce the amplifiration of the heterodyne by 
considering all the currents, instead of the useful current alone. 
Leaving this point aside, however, the proof which he offers 
that the amplification is proportional to the ratio of the :uni)li- 
tudes is easily shown to be fallaeious. Mr. Cohen throws the 
expression for the sum of the two currents into the form; 

I = Va* -TbM- 2 A BcosiSt sin (p t + 
where the angle ^ is given by 

. . _i Bsin/dt 

♦ = tan T-TTi a.- 

A + B cos p t 

This expression for I is in the form of a single current of variable 
amjilitude and variable phase. Mr. Cohen infers from this, 
presumal)ly because the term 2 A B occurs under the radical, 
that there exists an amplitude variation proportional to 2 A B. 
Now, it is perfoctly obvioua that the maximum value which the 
radical can have is 



VA«-HB« + 2AB = A + B, 

which value it takes when t = 2n~, where n is any positive 
integer; also that the minimum value which the radical can have 

is 

\/A« + B»-2AB = A-B, 

which valueit takes when /9 1 « (2n + l) ^» where again n is any 
podtive integer. The variation in amplitude is therefore 

A+B- (A-B) =2B, 
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and is not 2 A B. That the amplitude variation is 2 B follows 
directly from physical considerations, moreoveri ami from 
graphical construction; and no amount of mathematical trans- 
formation can change the physical facts. Mr. Cohen's proof that 
there exists an amplitude variation proportional to 2 A B, and 

2A 

hence that the amplification produced is proportional to ^- 

is therefore fallacious. 

In the article, I have shown how the amplitude of the useful 
current in the telephone receivers may be arrived at by breaking 
up the currents into a "beat" component and a "sustained" 
component. By this process I have shown that the use of the 
local current makes it possible to double the amplitude of the 
audio frequency telephone current, and hence that the maximum 
true amplification is four. Additional amplification due to 
increase of efficiency does indeed exist, but that is not (rue 
amplification. Mr. Cohen ignores this part of the paper entirely. 
Unless he can show, however, that the reasoning employed here 
is fallacious, the conclusion that the maximum amplification of 
the best heterodyne receiver is four would still stand, even if all 
of Mr. Cohen's other criticisms were justifiable. 

The rigorous theory of the electromagnetic or electrostatic 
telephone receiver is difficult, because it uivolves differential 
equations with variable coefficients, and such equations must 
be solved by complicated mathematical processes. I have not 
carried the theory farther than to show that w long as the ef- 
ficiency U very smaU, the useful force acting on the diafram 
is proportional to the permanent magnetic flux in the electro- 
magnetic telephone receiver, to the constant impressed force 
in the ordinary electrostatic receiver, and to the amplitude of 
the local current in the electrostatic form of the heterodyne 
receiver. In the first two of these receivers, no one will question 
that the constant force or the constant flux can not put ad- 
ditional energy into the system, and that therefore the amplifica- 
tion produced is due entirely to increased efficiency. From the 
closeness of the analogy between these two receivers and the 
electrostatic form of the heterodyne, and from the fact that the 
sensitiveness of the latter is, at best, no better than that of an 
ordinary detector (See Mr. Hogan's paper, page 86), it is clear 
that the amplification produced by the electrostatic form of the 
heterodyne must be due also to increased efficiency; if any true 
amplification exists, it is negligibly small. The fact is very 
significant that an amplification of 1,000 times can be produced 
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by the electrostatic form of the heterodyne (according to Mr. 
Cohen), without increasing the sensitiveness of the arrangement 
beyond that of the ordinary detector (according to Mr. Hogan). 

It is hardly worth while going further into the discussion 
of this form of heterodyne receiver, because of its admittedly 
low efficiency; but in reply to Mr. Cohen's remark concerning 
the e. m. f. due to the "infinitesimal motion of the condenser 
plate," T wish to remind him that in any device for converting 
electrical into mechanical energy, the energy w so converted is 
l^yen by 



where e is the counter e. m. f. due to mechanical motion. If this 
motion Is infinitesimal, then the counter e. m. f . due to it is also 
infinitesimal, the electrical energy converted into mechanical 
energy is also infinitesimal, and the efficiency is likewise infini- 
tesimal. And even after the converted energy has been mult iplied 
1,000 fold, it is still infinitesimal! 

Mr. Cohen states that my theory is contradicted by tlie 
exjxTiniental facts, and cites amplifications of 1,000 times in 
the case of tlie electrostatic form, and of 20 to oO times in the 
best form of the heterodyne. He gives no estimate, however, as 
to tlie extent to which the amplifications are due to increase of 
efficiency, and to true amplification. An approximate estimate 
mav be made, however, with verv little tlifficultv. In the electro- 
static form, there is no evidence that the amplification is due to 
anything other than increased efficiency. Take away the 
permanent magnet of an ordinary telephone receiver, for ex- 
ample, and measure the volume of sound produced by a piven 
e. m. f, ; replace the permanent magnet and measure the sounil 
again; I dare say that an ami)lification of .several thousand times 
will be observed, but it will be due entirely to increased ef- 
ficiency. The state of affairs in the electrostatic form of the 
heterodyne I have shown to he almost exactly similar. As 
regards the amplifications of 20 to 50 times observed in the 
most efficient form of the heterodyne, it should be borne in mind 
that adjusting the beat frequency to the natural frequency of the 
telephone diafram may easily produce an amplification of 6 to 
10 times, and that adjusting the amplitude of the local current 
so as to work the crystal on the best part of its characteristic 
may produce an additional amplification of 2 or 3 times. These 
latter amplifications are due entirely to increased efficiency, 
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so that an observed amplification of 50 times can readily arise 
from an apparent amplification of 25 times, say, and a true 
amplification of 2 times. There is therefore no experimental 
evidence that a true amplification greater than 4 times has ever 
been produced by a heterodyne receiver. 

Louis Cohen : In his reply to my criticism, Mr. liebowitz 
has gone to some trouble to work out a more elaborate proof to 
show that the average energy Wq, due to two currents of dif- 
ferent frequencies present in a circuit is 

W„ = ^L(I|« + V). 

I can not sec that this throws any further light on the subject; 
there was no aigument about this point. I have stated in my 
first remarks, in discussing the paper, that thb is perfectly true; 
but I maintained that it did not prove anything and gave my 
reasons for it. He evidently missed that point of my argument. 

He further goes on to show that the expression I gave for the 
instantaneous value of the current 

I = y/J^+B* + 2A B TOslSt 

leads to the conclusion tluit the viiriatioii in an anipliuuie is 
2B and not 2AR. He makes t lie error in implicitly assuming that 
the effect on tlie detector is proportional to the first power, 
whicli is of course incorrect. The efTect on the detector is j)ro- 
portional to tiie scjuare of the current, hence it follows from the 
expression 1 gave, that the maximum value of the etTect on the 
detector is (A- -f- 4- 2 A H). and the minimum value is 
(A- + B- - 2 A B). and the difference is 4 A B. The variation 
is therefore proportional to AB as 1 have stated before. 

Finally, Mr. Liet)Owitz argues that the amplification may 
be due to an increase in sensitiveness of the telephone by adjust- 
ing the l)eat frequency to the natural frequency of the telephone 
diafram. To show that this argument is not valid» it is only 
necessary to call attention to the fact that the same amplifica- 
tion is obtained whatever the beat frequency within the range of 
audibility. 

Benjamin Liebowitz: In his first criticism of my paper, 

Mr. C ulicn, while admitting that Wm = 1 ^ (Ir + l2")i goes on 
to say that 'The error he makes is in averaging the energy of 
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each comjjoiK'nt stpjualcly. . . . '* In otlu^ words, Mr. 
Cohen took tlic view that ah ho the rcsuH was correct, a lack 
of ri^or in i^roving it invahdated tlie rest of the arp:iim<*nt . Rather 
than dwell on the illojiical nature of this view, 1 met the criticism 
by giving a rigorous proof. 

Apparently Mr. Cohen still lielieves that this result proves 
nothing. I have already enipliasized that something is proved 
thereby; namely, that the ami)litu(le of the aiidihle frequency 
current in the telephone receivers is the oulij criterion for ampli- 
fication. This fact would seem to he beyond (juestion, hut 
Mr. Cohen refuses to atlmit it. Instead, he speaks of "the effect 
on the detector," as tho "the effect on the detector" were in 
some way connected with the operator's auditory nerve and 
thereby directly involved in the reception of sip;nals. It is the 
conversion of electrical energy associated with the audible 
frequency telephone current into mechanical energy in the 
receiver, and not "the effect on the detector" which protluces 
the signal. Mr. Cohen's discussion of "the effect on the detector" 
is meaningless. 

It might be pointed out, furthermore, that the two versions 
of his theory presented by Mr. Cohen are contradictory; in 
the first version it is the first power of the amplitude, in the 
second it is the square of the amplitude, whose variation is 
determinative of the amplification. But further discussion on 
this point is unnecessary. 

In concluding his remarks, Mr. Cohen states that "the 
same amplification is obtained \vhatever the beat frecpieiu'y 
within the range of audibility." Doubtless he is referring here 
to the case where the received note is far from musical, so that 
a change in the beat fnuiuency ])nKhices very little cliange in 
the pitch. If he refers to the case where the riM-eived note is 
musical, how can Mr. Cohen reconcile his remark with the 
well-known fact that the efficiency of the teh'phone receiver is 
very' much greater at the frequency of mec iKuiicd resonance 
than at frequencies differing widely therefrom. And further- 
more, if the received note is far from musical, does Mr. Cohen 
include the circumstance as one of the favorable ones imder 
which amplifications of 20 to 50 times are obtained? Rather 
than discuss this point further, I shall conclude by quoting from 
Dr. Austin's paper on ''Quantitative Experiments in Radio- 
Telegraphic Transmission'' ("Bulletin of Bureau of Standards/' 
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April 1, 1914, page 84): ''The reports indicate thai the heterodyne 
is somewhat more sensitive than the slipping contact, hut that the 
difference is not very great" (The italics are mine.) 

(The discuraion on this paper is left open till the date of publication of 

the September issue of the Proceedinqs. Members desiring to contribute 
thereto are invited to do so. — EDITOR.) 



204 



Digitized by Google 



RADIO COMMUNICATION WITH AEROPLANES 



(The following is a portion of a communication to the Editor 
by Mr. Rol)ert A. Fliess. It is of interest in that it outlines one 
of the important problems of communication with aeroplanes.) 

The complete solution of the problem of directing an aeroplane 
by radio transmission will have arrived only when the pilot or 
observer on the aeroplane is enabled to maintain constant inter- 
communication with the headquarters radio station, even when 
at great heights and at considerable distances from that station. 

So far it has been found difficult to send radio messages with 
any degree of certainty more than approximately 50 kilometers 
(30 miles) ; while the reception of messages by the observer or 
pilot has been limited to even shorter distances. 



The accompanying diagram shows a problem suggested by 
Colonel Mortimer Delano for solution by the Institute member- 
ship. It points out a definite line of experiments. Briefly, the 
problem' may be stated thus: An aeroplane is to be enabled to 
signal to another one, while both are in full flight; and it also is 
to be in communication with a headquarters radio station. The 
limitation of the problem is that the antenna is not to be dropped 
from the aeroplane, tho aerials may be carried on the planes. 
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On the evening of Thursday, October 29tb, 1914, Plrofessor 
George W. Pierce, Vice-President of the Institute, read a paper 
on "Gaseous Detectors'' at the Jefferson Physical Laboratory, 
Harvard University. 

On Thursday, December 3rd, 1914, a paper entitled "Radio 
Frequency Changers" by Dr. Alfred N. Goldsmith was read at 
the JeflFerson Physical Laboratory. 

On Thursday, January 28th, 1915, a paper entitled "Seasonal 
Variation in the Strength of Ratliotelegraphic Signals" by Dr. 
Louis W. Austin was read at the Jefferson Physical Laboratory. 
A set'oml i)aper: "Wooden Lattice Mjists" by Mr. Cyril F. 
Ehvell, was also read. Professor (leorpo W. Pierce gave an 
experimental demonstration of electric radiation at short wave 
lengths. 

Oil Tliursday, February 2oth, 11)15, Mr. M(>lville Eastham, 
Secretary of the Boston Section of the Institute, presented a 
paper on "liuhietances and Oscillation Transformers," in the 
Cruft High Tension Lal)oratory, Harvard University. 

On Thursday. March 'ioth. 1915, Mr. Fulton Cutting pre- 
sented a paper d<'ahng with "Data on Transformer Design in 
Radiotelegraphy" ; and Professor Charles A. Culver read a paper 
entitled "Notes on Radio Transmission without Elevated Wires," 
in the Cruft High Tension Laboratory. 

On Thursday, April 29th. 1915, Mr. C. Nusl)aum presented 
a paper on "Eddy Current and Hysteresis Losses in Iron at 
High Frequencies" in the Cruft High Tension Laboratory. 
There was also read a paper by Mr. Edwin H. .\rmstrong en- ^ 
titled "Some Recent Developments in the Audion lieceiver." 
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SOME RECENT DEVELOPMENTS IN THE AUDION 

RECEIVERS 

By 

Edwin H. Armstrong 
THE AUDION AS DETECTOR AND AMPLIFIER 

The fundamental operating characteristic of the audion Is 
the relation between the wing current and the potential of the 
grid with respect to the filament — say the negative terminal of 
the filament. Such a characteristic is shown in Figure 1, and 




POTENTIAL OFOmo WITH RESPECT 
TO FIIAHENT 

FlUURE 1 

from it we see that a positive charge placed on the grid produces 
an increase in the wing current, and that a negative charge 
placed on the grid produces a decrease in the win^ current. 
When the audion is used as an amplifier, and an alternating 
e. m. f. is impressed between the grid and the filament, the 
continuous current of the wing circuit will be varied in accordance 

* Delivered before The iiii^titute of liadio Engineers, IS'ew York, March 3, 
1915k And before the Boston Section, April 29, 1915. 

(The Introductor)' mntrrinl nf this pajK-r wa« oriRinally s\ibnuttcd i\« n flinou-'*!<irin In Ii^ttcr 
oo Haraden Pratt ■<» puiMT, " Loniif Range Reception with Combined Crymtal Rectiaer and 
Audion Amplifier." Th<- lirst .mix Hcurc" ha v. h< . n kiritHy li-nt by the "EleQUlMl WorW"; 
the reiuaimng figures and text are herewith pul)ii^hed for the hrst time.) 
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with the characteristic of Figure 1, producing on the continuous 
current a superimposed a. c. wave in phase with and of the 
same frequency as the impressed e. m. f. Diagrammatically this 
action is shown in figure 2. 

The action of the audion as a detector of radio frequency 
OBcillations is very different from its action as a simple amplifier. 
Some form of connection must be used, such that the effect of a 



group of radio f requeue v oseillations in the grid eircuit of the 
audion is translated into a single audio frequeney variation of 
the current in the telephones. The usual method is to make 
use of the valve aetion between the hoi and eol<l electrodes at 
low pressures, and the connection used to do this is shown in 
Figure 3. In this method of connection there are two distinct 



actions; one r<'ct itVing and th<' other amplifying. The closed 
oscillation circuit: L(\ filament, grid, and condenser C'-j. behaves 
exactly as a Fleming valve receiver, the incoming oscillations 
being rectitied between tlie grid and filament and the rectified 
current being used to charge the condenser ( (the side con- 
nected to the grid being of course negative). The negatively 
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charged grid then exerts a relay action on the wing current, 
decrea-sing it; the wing current returning to its normal value 
as the charge in the grid condenser leaks off by way of the grid 
and the grid resumes its normal potential. If the audion is 
properly constructed, the relay action results in an amplification 
of the energy available for use in the telephones over that which 
would be available in a simple rectifier. Figure 4 indicates 
the features of the valve method of detection. 



Incoming 



fbttnliol of 

rtiptcl 
Ft lament 



Wing 
Current 



Ttltphont 

Current 




Figure 4 



Working in conjunction with Professor Morecroft, I have 
recently secured oscillograms which confirm the explanations 
already advanced and these oscillograms and the means by which 
they were obtained are herewith shown in Figures 5, 6 and 7. 



Figure 5 
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It will ho seen, therefore, that using the audion as a detector 
of radio frequency oscillations, it has been shown that in ad- 
dition to operating as a rectifier it simultaneously acts as a 




Figure 6 



repeater of the radio frequencies; so that oscillations in the 
grid circuit set up oscillations of similar character in the wing 
circuit of the audion. In the ordinary detector system no use 




Figure 7 



is made of the repeating action, and it is the purpose of the 
present paper to show that it may be turned to account to 
produce improvements in the reception of signals which cora- 
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pletely overshadow any o! the fiarticular advantages of the 
audion when used as a simple detector. The ordinary detector 
circuit is illustrated by Figure 3 and the phenomena present 
therein may be sunmied up diagrammatically by the curves 
of Figure 4. It will be seen from these that the radio frequency 
oscillations present in the wing circuit of Figure 3 with the 
ordinary audion are necessarily small and also that they are of 
no value in producing a response in the telephones; but by 
providing means for increasing their amplitude and means for 
utilising them to reinforce the oscillations of the grid circuit, it 
becomes possible to produce some very remarkable results. 

REINFORCEMENT OF RADIO FREQUENCY OSCILLATIONS BY 

THE AUDION 

There are two ways of reinforcing the oscillations of the grid 
circuit by means of those in the wing circuit. The simplest way 
perhaps is to couple the two circuits together in the manner 
shown in Figure 8. This is essentially the same as Figure 3, but 




Figure 8 



modifieti by the introduction of the inductively coupU'd coils I^j 
and L3 in the grid and win^ circuits respectively and by the 
condenser Co which forms a path of low impedance across the 
telej)hones for the radio frequencies. In such a system, incom- 
ing signals set up oscillations in the ^nd circuit which repeat 
into the wing circuit j)roducing variations in the continuous 
current, the energy of vhich is supi)lie(l by the battery R2. 
By means of th<' cou])liii^ Mj, some of this energy of the wing 
oscillations is transferred back to the grid circuit, and the 
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amplitude of the grid 06cillatioii8 thereby incressed. The 
amplified grid oscillations then react on the ving circuit .by 
means of the grid to produce larger variations in the wing cur^ 
rent, thus still further reinforcing the oscillations of the system. 
Simultaneously with this procedure the regular detecting action 
goes on; the condenser Ci is charged in the usual way, but 
accumulates a charge which is proportional, not to the original 
signal strength but to the final amplitude of the oscillations in 
the grid circuit. The result is an increased response in the 
telephone proportional to the energy amplification of the original 
oscillations in the grid circuit. It will be observed from the 
operating characteristic (the relation between grid potential 
and wing current), that the amplitude of the variation in the 
wing current is directly dependent on the variation of the grid 
potential. This indicates that the grid circuit should be made 
up of large inductance and small capacity to obtain the maximum 
voltage which it is possible to impress on the grid. For moderate 
wave lengths the tuning condenser C of the grid circuit may be 
omitted altogether and the capacity of the audion alone used to 
tune the circuit. For long wave lengths, the distributed capacity 
of the grid circuit inductance becomes so high with respect to 
the capacity of the audion that better results are obtained by the. 
use of a tuning condenser to fix definitely the points of maximum 
potential difference across the grid and filament of the audion. 

In the second method of reinforcing the oscillations of the 
grid circuit the wing circuit of the audion is tuned by means of 
an inductance introduced as shown by Figure 9. This differs 



from tho ordinary dotortor cirruit of Figure 3 by the addition 
of the coil Jm and the condenser Cj. The manner in which the 
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grid oscillations are amplified may best be understood by the 
following analysis. With no oscillations in the system, the 
potential difference between filament and wing will be ap- 
proximately the voltage of the battery Bt, but when oscillations 
are set up in the grid circuit, causing radio frequency variations 
of the wing current, the potential of the wing with respect to 
the filament varies as the reactance voltage of the wing in- 
ductance alternately adds to and subtracts from the voltage 
of the battery. When a negative capacity charge is placed on 
the grid, the wing current will be reduced and the direction of 
the reactance voltage of the wing inductance will therefore be 
the same as the voltage of the battery Bs. The reactance voltage 
will therefore add to the battery voltage and the difference of 
potential between wing and filament and also between wing and 
grid will be increased. Similarly wh^ a positive charge is 
placed on the grid the wing current is increased and the reactance 
voltage of the wing inductance opposes the battery voltage, 
producing a decrease in the potential difference between grid 
and wing. Hence, supposing a negative capadty charge is 
placed on the grid, the tendency of the corresponding increase 
in the potential of the wing with respect to the grid will be to 
draw more electrons out on the grid, thereby increasing the charge 
in the condenser formed by the wing and grid, the energy for 
supplying this charge being drawn from the wing inductance as 
the wing current decreases. The increased negative charge 
on the grid tends to produce a still further decrease in the wing 
current and a further discharge of energy from the wing in- 
ductance into the grid circuit. On the other hand, when a 
positive charge is placed on the grid, the potential difference 
between grid and wing is reduced and some of the energy stored 
in the capacity formed by them is given back to the wing in- 
ductance. During this part of the cycle, electrons are being 
drawn into the grid from the surroundinp; space to charge the 
grid condenser in accordance with the well known valve action, 
and this, in effect, is a conduction current, so that a withdrawal 
of energy from the circuit takes place. In spite of this with- 
drawal of energy, however, a well defined resonance phenomena 
between the audion capacity and the wing inductance is to be 
expected and in the reception of signals such is found to be 
the case. When the wing inductance is proj)erly adjusted at 
the resonance frequency, energy from the wing circuit is trans- 
ferred freely to the grid circuit and oscillations build up therein 
and are rectified in the usual way. 
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A curve showing the general relation between signal strength 
and value of wing inductance is shown in Figure 10, the circuits 
used being those of Figure 9. As the capacity of the audion 
is the main means of transferring energy from the wing to the 
grid circuit, best results are obtained when the condenser C is 
very small. On account of the very small capacity of the audion, 
the effectiveness of this method of tuning is more pronounced 
at the higher frequencies, but by the use of a- shunt condenser 
across the inductance of the wing circuit very good amplification 
is secured on frequencies as low as 30,000 cycles (10,000 meters 
wave length). The best results, however, are obtained with 
some combination of coupling and wing circuit tuning, as 11- 
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lustrated in Figure 11. Other methods of coupling may be 
employed between the grid and wing circuits, electrostatic and 
direct magnetic couplings being illustrated in Figures 12 and 13. 
The arrangement of Figure 13 operates in the same way as the 
system with the two coil coupling; but the electrostatic coupling 
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of Figure 12 works in an odd way. It is necessary, in this con- 
nection, to complete the wing circuit for the continuous current 
of the battery ftnd this is done by shunting the coupling con« 
denser C4 by a coil of high inductance. The continuous current 
of the wing circuit flows thru thi.s coil and C4 provides a path 
of low impedance nrouTHi this coil for the radio frequency oscilla- 
tions of both grid and wing circuits. When a positive charge 
is placed on the grid, an increase in the wing current results, 
the alternating component of the wing current charging the con- 
denser C4 and the sum of the currents passing thru C4 and L4 
equalling the current thru the audion. When a negative charge 
is placed on the grid the current thru the audion is reduced and 
the inductance L5 discharged into the condenser shunted across 
it, charging it in the opposite way to that caused by the increase 
in the wing current. In both cases, C4 then discharges thru 
the grid circuit remforcing the oscillations therein. 

AUDIO FREQUENCY AMPUFICATION 

It is possible to combine with any of these systems a system 
of audio frequency circuits which amplify the telephone current in 
exactly the same manner as the radio frequency oscillations are 
amplified, and such a system is shown in Figure 14. Here Mt 




FiGUHE 14 



represents the coupling for the radio frequencies and the coils are 
of relatively small inductance, Ms is the coupling for the audio 
frequencies, and the transformer is made up of coib ha^ng an 
inductance of the order of a henry or more. The condensers Cs and 

223 

Digitized by Gc^^gle 



04 have the double puipose of tuning Mi to the audio frequency, 
and of by-passing the radio frequencies. The total amplification 
of weak signals by this combination is about 100 times, with the 
ordinary audion bulb. On stronger signals, the amplification 
becomes smaller as the limit of the audion's response is reached. 



TH£ AUDION AS A GENERATOR AND BEAT RECEIVER 

Any repeater, which is also an eneq^y amplifier, may be 
used to produce continuous oscillations by transferring part 
of thb energy in the drcuit containing the battery back to the 
controlling circuit to keep the latter continuously excited. 
By providing a close enough coupling between the grid and 
wing circuits, sufficient energy is supplied to the grid circuit to 
keep it in continuous oscillation, and as a consequence thereof 
oscillations of similar frequency exbt in all parts of the system. 
The frequency of these oscillations is approximately that of 
the closed grid circuit if the tuning condenser of that circuit is 
large with respect to the capacity of the audion. If this capacity 
is small, then the wing circuit will exert a greater influence on the 
frequency of the system, and it will not approach that of the 
grid circuit so closely. When such a system of circuits is in 
oscillation, it has been found possible not only to receive continu- 
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0118 waves by means of the beat method but also very greatly to 
amplify them as well. 

The phenomena involved may best be understood by reference 
to Figures 15 and 16, which show the relation between wing 
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current and time at the beginning of oscillation. When the 
audion begins generating, the grid oscillations are continuously 
rectified to charge the grid condenser, and this charge continu- 
ously leaks off either by way of the grid or by means of a special 
high resistance placed in shunt with the condenser. As the 
negative charge builds up in the grid condenser, it decreases 
the average value of the continuous current component of the 
wing current and therefore limits the amplitude of the oscilla- 
tions of the grid circuit until a point is finally reached where the 
rate at which electricity is supplied to the grid condenser is just 
equal to the rate at which it leaks off. Consider now the effect 
on the ssrstem of an incoming continuous wave having a frequency 
sliglitly different from the frequency of the local oscillations. 
The presence of the local oscillations will not in any way interfere 
with the amplifying powers of the system and the incoming 
osdllations will build up in exactly the same manner as for the 



non-osciliating state but to a greater degree because of the 
cloHor grid and wing coupling. Simultaneously with the amplify- 
ing of the incoming wave, beats are produced between the local 
and the signalling currents, the effect being alternately to 
increase and decrease the amplitude of the oRcillations in the 
system. From Figure 15 it will be apparent that when this 
steady state is reached an increase in the amplitude of the grid 
oscillations by an\' iheans whatever will increase the negative 
charge in the grid condenser, producing a decrease in the average 
value of the wing cum nt and hence a decrease in the telephone 
current. On the other hand, a decrease in the amplitude of the 
oscillations will allow some of the negative charge in the grid 
condenser to leak off and tliereby permit an increase in the 
telephone current. Hence, when incoming and local oscillations 
add up, the negative charge in the grid condenses is increased 
and a decrease in the telephone current results. When tlie two 
frequencies are opposed, some of the charge in the grid condenser 
leaks off and an iru rease in the telephone current occurs. The 
result is the production in the telephones of an alternating current 
having a frequency equal to the difference in the frequencies of 
the local and incoming oscillations and having the very im- 
portant property of being almost simple harmonic. Figure IG 
illustrates the characteristics of this method of reception. The 
complete phenomena may be summed up as follows. Incoming 
oscillations are simultaneously amplified and combined in the 
system to produce beats with a local oscillation continuously 
maintained by the audion. The radio frequency beats are then 
rectified by the audion to charge the grid and the grid con- 
denser, and this charge varies the electron current to produce 
an amplifying action on the current in the telephones. 

When the grid condenser is omitted, the beat phenomenon 
is slightly modified, and the audio frequency variation ot the 
telephone current is produced according to the asymmetric 
action outlined in a previous publication dealing with the 
operating features of the audion. The system is more sensitive 
with the grid condenser, but the same general result is obtained 
by either method of reception. 

P£CUUAR FEATURES OF OSCILLATION 

Some very interesting features of operation accompany the 
production of oscillations in the system. Suppose the audion is 
not oscillating, and the grid and wing coupling is fairly weak. 
As this coupling is increased, the point at which oscillations 
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begin is indicated by a faint click in tlie telephones accompanied 
by a slight change in the character of the static. The oscilla- 
tions produced are usually so high in frequency and constant in 
amplitude that they are entirely inaudible. As the coupling is 
still further increased, a rough note is heard in the telephones 
the pitch decreasing with increase of coupling. This note is 
produced by the breaking up of the oscillations into groups, 
and it occurs whenever electricity is supplied to the grid con- 
denser at a greater rate than that at which it can leak off. The 
result is that the grid is periodically charged to a ruj^ative 
potential sufficient to cut off entirely tlie wing current, causing 
a stoppage of the local oscillations until the grid charge leaks off 
and the wing current re-establishes itself. The frequency of this 
interruption dey)ends largely on the capacity of the grid con- 
denser, the resistance of its leakage path, and the amplitude of 
the h>cal oscillations; and it may he varied from several hundred 
down to one or less per second. This effect is sometimes trouble- 
some in the reception of signals, especially with high vacuum 
tul)es. It may Ijc eliminated, however, by increasing the leak 
of the grid condenser by means of a high resistance shunt. The 
best coupling for receiving continuous waves hes somewhere 
between the point at which oscillations start and the point at 
which interruption begins, and can only be determined by trial. 
In this region, trouble is sometimes experienced by the ap- 
pearance of a smooth musical note in the telephones. This 
occurs under certain critical conditions of coupling with the 
antenna when the grid circuit oscillates with two degrees of 
freedom. Two slightly different frequencies are therefore set 
up, producing beats which are rectified by the audion in the 
usual way. This effect is quite critical, and when it causes 




Figure 17 
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interference with signals, a slight readjustment of the circuits 
will usually make it disappear. It may, however, be made per- 
fectly steady and reproduced at will by the system shown in 
Figure 17, where two grid circuits of different periods are pro- 
vided. Two frequencies are therefore generated one having the 
frequency of the circuit LCL2, and the other the frequency of 
the circuit L'C'I>jC. This arrangement may replace tu ad- 
vantage the ordinary buzzer for producing groups of 08cillati(ms. 
The foregoing explanations refer to the audion only when it is 
used as an electron relay.* When there is an appreciable 
amount of gas, in the tube in the ionized state, disturbances 
of an entirely different character occur. 

AUDIO FREQUENCY TUNING 

One of the very important advantages of the receiver when 
used for continuous waves is that the alternating current produced 
in the telephones is ahnost a pure sine wave. Only when the 
audio frequency is simple harmonic can selectivity he obtained 
by tuning the telephone circuit. A distorted wave such as 
that produced by spark signals possesses many harmonics and 
as each may be picked o\it l)y the tuned telephone circuit there 
is little chance of separating two spark signals i)y audio frequency 
tuning. With continuous waves, however, the pure wave j)r(>- 
duced l)y the l)eat method of recej^tion makes it possil)le to 
obtain selectivity by the audio frequency tuning, resonance 
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* "Electrical World," Deoemher 12, 1914; and iJso discuasbn in "London 

Eloctrici.in." lH f\v(>cn Hoisz iiiid fie Forest on the difTorciico hctwofii olortron 
and gas relays. (February 6, 1914, page 726; March 13, 1914, page9.">t>; June 
12, 1914, page 402; July 3, 1914, page 538; and July 31, 1914, page 702.— 
Editor.) 
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being fully as sharp as in the radio frequency circuits. Two 
methods of audio frequency tuning are shown in Figures 18 and 
19. In Figure 18, the teleptione is inductively connected to the 
wing circuit of the audion l>y means of a transformer the second-- 
ary of which includes besides the telephone a tuning condenser. 
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In this connection, the telephone, with a redstanoe of many 
thousand ohms, is placed directly in the tuned audio frequency 
circuit, and hence for good tuning the inductance of the coil Lt 
must be made extremely large to secure the necessary ratio of 
the reactance of !« to the resistance of the circuit. This dis- 
^advanta^ is overcome in the system of Figure 19 by removing 
the telephones from the audio fn ciuency circuit, and using the 
latter to operate a second audion. The telephones may then be 
placed in the wing circuit of this audion without adding appreci- 
ably to the damping of the circuit. The tuning of the circuit 
Ltd may therdore be made very sharp with reasonable values 
of inductance simply by keeping the resistance low. In this 
case considerable amplification is obtained by the use d resonance 
in the transformer Ms to increase the voltage impressed on the 
grid of the second audion. The great advantage of this kind of 
tuning is shown by the following example. Suppose the incoming 
signal has a frequency of 50,000 cycles, and the local frequency 
is 49,000 cycles. The differential frequency is 1,000, and the 
audio frequency circuit is tuned accordingly. An interfering 
' wave 1 per cent, shorter than the signalling wuvc, or 49,500 
cycles, will produce an audio frequency of 500 cycles per second, 
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which will not appear at all in the wing circuit of the second 
audion unless it is many times stronger than the 1,000 cycle 
signal. This combination of radio and audio frequency tuning 
is too selective for use at the present time even when the sending 
station is equipped with an alternator, as the slight changes 
in frequency of the radiated wave produce changes in the beat 
frequency of the receiver which carry it out of range for the 
sharply tuned audio frequency circuit. A disadvantage of this 
method of tuning is that atmospheric disturbances produce a 
musical note due to shock excitation of the audio frequency 
system. Very loose coupling with the wing circuit of the first 
audion is a partial remedy for this. There are times, however, 
when interference is more troublesome than static and in such 
ca.scs the method may be used to great advantages. If desired, 
l)oth radio and audio frequency tuning t'an be carried out in the 
same audion as indicatcil in Fijz;uro 14. This combination is apt 
to l)c sonifwliat troul)l('S()ni(' to operate as a cumulative am))lifica- 
tion is obtained in tlic audio frequency us well as in tlie radio 
frequency system. 

CARC^ADE SYSTEMS 

Wliere a greater amplification than can be obtained with 
one audion is re<|uireil, cascade workinji of the radio fr( (|Uencv 
systems may l)e resorted to by coupling together two or more 
audion systems, eacli connected as already described, in the 
manner indicated in Figure 19. The incoming oscillations in 
the first audion system are amplified in the usual maimer and 




Figure 20 



set up oscillations in the second system by means of the coupling 
Ml (See Figure 20). The oscillations initially set up in the 
second system are again amplified, and then rectified in the 
second audion to produce audible response in the telephones. 

330 



L kjiu^ jcl by Google 



For the reception of spark signals, considerable adjustment is 
required to get the best results without causing one or the 
other or both of the systems to generate oscillations. It will 
be found that after the first circuit is adjusted to the point of 
oscillation and the second is coupled with it, the strength of signal 
in the first system will be reduced owing to the withdrawal of 
energy from it by the second system. The signals may then be 
again brought up in strength by increasing the coupling between 
the grid and wing circuits of the first audion until the appearance 
of the local oscillations mdicates that the limit of amplification 
has been reached. By careful adjustment about a thousand 
times amplification and very sharp tuning can be obtained with 
two steps. 

For continuous wave reception, there are several methods 
of operating cascade systems. It is possible to have either 
system generate oscillations, the other system acting simply 
as an amplifier or both systems may be made to generate in 
synchrcmism. It will generally be found that when both sys- 
tems produce oscillations, beats will be produced, so that a 
continuous note is heard in the telephones; but by adjusting 
the frequency of one of the ssrstems the pitch of tins note will 
be reduced as the two systems approach synchronism, until 
finally at one or two hundred beats per second the two systems 
pull into step in much the same way as two alternators. The 
ability of the two systems to keep in step depends mainly on 
the value of the coupling between them, and the closer this is 
the better the two hold together. There is still another way 
of working this combination, and that is asynchronously. In 
this case beats are continuoUvsly prodiicod in the system so that 
a continuous note is hoard in the telephone, but the circuits 
may be so adjusted that tlie note is not loud enough to be trouble- 
some or it may l)e tuned out of the telephone in the manner 
previously described. Incoming oscillations are combined in 
the system to produce beats with the beats already present so 
that a rather curious note is heard. Very gooci amplification 
is sccure<l by this method though naturally the system is trouble- 
some to operate. 

It may l)e noted here that whenever a signal is too weak to 
read with one audion system and cascade operation becomes 
necessary, it is always better practice to use the cascade circuits 
for the radio frecjuencies, even if the regetierative circuits are 
not employed with each individual audion system. The fre- 
quency of the oscillations set up in the circuits by static are, 
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under normal conditions, the same as those of the incoming 
signal; and the static is therefore never amplified more than the 
signal. Usually it is amplified to a somewhat lesser extent, 
especially if regenerative circuits are employed. In the cascade 
systems used for audio frequencies, a different condition exists. 
It is ordinary practice to connect the different stages by means 
of transformers, and this leads to conditions which cause the 
system to produce greater amplifications of the higher fre- 
quencies. The rate of change of the wing current of the detecting 
audion produced by static corresponds to a very high frequency, 
and as such is invariably amplified to a greater extent than the 
signal. 

There is a second method of receiving continuous oscillations 
which makes use of the generating feature of the audion, but 
does not employ the beat phenomena. The amplifying ratio of 
the audion depends more or less directly on the value of the wing 
current, and by varying this current periodically there will be a 
corresponding periodic change in the amplifying power of the 
audion. Hence an audion arranged to repeat a continuous 
wave under such conditions will produce in its wing circuit 
oscillations which vary periodically in amplitude, and which may 
therefore be received by a simple audion system. The first audion 
may be arranged to produce the necessary variation in its ampli- 
fying power in the manner indicated in Figure 21, which also 




Figure 21 



phovvs the complete circuits for carrying out this method of 
reception. Here CiLjL^C '2 is an audio frequency system designed 
to produce audio frequency osciUatious ; and P is a potentio- 
meter for adjusting tlie potential of th<' f^rid so that on the 
negative part of the oscillation in the wing circuit, the wing 
current is reduced practically to zero. The radio frequency 
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oircuit C'L C Ci is tuned to the oscillation frequency of the 
incoming wave. The radio frequency oscillations cannot be 
detected in the first audion system as the strong audio frequency 
current circulating in this system would produce a continuous 
note in the telephone receivers of such strength as to render 
inaudible all save very strong signals. By arraiij^ing to detect 
the oscillations in a second audion system coupled to the wing 
circuit of the first, intcrfcTcucc of this sort is avoided; as the 
circuit i \ has u very high impedance tor the audio fn'(iucucy 
currents and the effect produced thru tln' magnetic coupling of 
and Ij4 on the second system is iicghgihle. The capacity 
current l)etwccn these two coils thru the tch'plioncs to ground is, 
however, apprecial^le; and to avoid it it is advisable to ground 
their two adjacent ends as shown. The action of the system 
may l)c summed up as follows. The first audion systr-m varies 
the ami)htudc of the incoming radio frequency oscillations at an 
audio frequency, and the second audion system amplifies and 
detects the radio frequency oscillations supplied to it by the 
first system. Diagrammatically, the phenomena occurring are 
as illustrated in Figure 22. The system gives about the same 
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response as can be obtained with a single audion working with the 
beat method of reception. The advantages derived from the 
heterodyne method of amplification and the dependence of the 

audio frequency note in the receivers on the wave length are, of 
course, lacking; but for the reception of waves having a fre- 
quency higher than that at which beat reception is practicable, 
thi^ method is of value. 

EFFECTS OF ATMOSPHERIC DISTURBANCES 

A very interesting feature of these receiving systems is tiicir 
behavior under conditions of severe atmospiieric disturbances, 
particularly when used for receiving continuous waves. Their 
fiuccess under such conditions is due to the fact that they com- 
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bine in addition to their inherent property of responding more 
readily to a sustained wave than to a strongly damped one, 
the characteristics of the two most effective static eliminators 
known; the balanced valve and the heterodyne receiver. The 
function of the balanced valve is a physiological one, as it mmply 
provides a means to shield the ear from the loud crashes which 
temporarily impair its sensitiveness for the relatively weak 
signals. In effect, it puts a limit on the noise which can be 
produced in the telephone by a stray, regardless of its amplitude. 
Now the effect of the static on an audion is to build up a negative 
charge on the grid, reducing the wing current, and the limit 
of the response which can be produced in the telephones is 
reached when the wing current is reduced to zero. Under 
ordinary conditions, this limit is too great to do much good; 
but when the audion is generating it is possible, by proper 
adjustment of the amplitude of the local oscillations, to reduce 
the wing current to a point just above the lower bend in the 
operating characteristic so that the audion is rendered insensitive 
to a further increase in the negative charge on the grid. The 
strays which cause serious interference are of a much greater 
amplitude than the lopal frequency, so that no appreciable 
interaction between the two takes place, and the wing current 
is invariably decreased. Since the decrease in the wing current 
is not in proportion to the change in the grid potential, the 
response in the telephone and the effect on the ear of the operator 
are correspondingly reduced. Static of smaller amplitude than 
the local oscillations may interact with them to produce either 
an increase or a decrease in amplitude of the oscillations in the 
grid circuit and may therefore cause either a decrease or an 
increase in the wing current. The wing current can, of course, 
increase to a relatively large value, but as it is impossible for the 
wing current to increase faster than the charge in the grid 
condenser can leak off, the rate of increase is necessarily slow. 
The response in the telephones is therefore not so disturbing 
as would be caused by a decrease of similar value where the 
rate of change of current is usually large. 

When the system is operated without an auxiliary leak 
around the grid condenser, a peculiar paralysis of the audion 
is frequently caused by heavy static, no sound of any kind 
being heard in the tek'])hones for a considerable length of time. 
If the apparatus is not touched, the paralysis may last for 
many minutes, and then suddenly disappear and the former 
sensitiveness be restored. The effect is primarily caused by the 
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charging of the grid condenser to a sufficient potential to rut 
off entirely the flow of electrons to the wing, thereby decreasing 
the wing current to zero. Now the way in which the negative 
charge in the grid condenser leaks ofT is chiefly by means of the 
positive ions in the tul)e. which are drawn into contact with the 
grid when it l)ecomes negatively charged. These positive ions ' 
are the result of ionization ])y impact, and when the voltage 
of the wing battery is properly adjusted, they can be produced 
only in the region between the grid and the wing, since the 
velocity attained by the electrons l)etween the filament and 
grid is very low. When the grid is charged to a high negative 
potential it keeps all the electrons between the grid and filament, 
thereby barring them from the region between grid and wing. 
Hence the production of positive ions must cease and the usual 
means of removing the negative charge from the grid vanishes. 
The resistance of the leakage path of the grid condenser must 
then be almost infinite, as is shown by the very long time taken 
for the charge to leak from a condenser of approximately 0.0001 
microfarads capacity. The effect is naturally the more pro- 
nounced the higher the vacuum, as the number of positive ions 
present is correspondingly reduced. A resistance of several 
hundred thousand ohms placed across the grid condenser giVes 
a leak which is independent of the value of the wing current and 
which effectually prevents trouble of this kind. With the very 
high vacua now obtainable by the use of a molecular pump, 
there are practically no positive ions present so that the auxiliary 
leak is always necessary. Under these conditions, it not only 
prevents paralysis by the static but it also removes from the 
grid condenser the excess of negative electricity which ac- 
cumulates in it, thereby increasing the sensitiveness of the 
audion and the sharpness of the signals in the telephones. The 
very high potentials to wliich the grid condenser may be 
charged by the static w hen it is not provided with an auxiliary 
leak are surprising. These potentials may be measured in a 
\ ery simple and accurate way, here described. After a stray 
has cut off the wing current, if we continuously increase the 
capacity of the grid condenser the potential across it, and 
hence the potential of the grid, with respect to the filament, 
will be decreased inversely as the capacity. A point will finally 
be reached where the grid potential is sufficiently reduced to 
allow the wing current to flow. When this occurs it indicates 
that the potential of the grid condeiiser is slightly less than 
that shown by the operating characteristic as necessary to 
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rediu'e tlie wiii^ current to zero. The potential to which the 
grid condenser was originally charged is equal to th s voltage 
times the ratio of the capacity of the condenser at which the 
wing current ])egan to flow to the original capacity. Voltages 
of over a hundred are not unconmionly reached by the grid; 
and iis one volt represents a very strong signal, the difficulties 
of the static prol)lem are very forcibly presented. 

The fact that static of large amplitude produces almost 
invarial)ly a decrease in the wing current while a signal (with 
beat reception) produces alternately an increase and decrease 
in the wing current is a circumstance of which it should be 
possible to take advantage. The circuits can be arranged to 
rectify the wing current in such a way that only the increases 
in this current are available to produce a response in the tele- 
phones, but in carrying this method out. trouble is experienced 
from a shifting zero. A better way of making use of the dif- 
ference in response is the following one. Suppose that we 
arrange two complete receiving systems oscillating in step with 
each other, but so related to the auteima that the beat currents 
in the two systems are 180 degrees apart. The result of this 
will be that at the instant w hen the incoming signal is produdng 
an increase of current thru the telephones in one receiver, it 
will 1)6 producing a decrease of current thru the telephones of 
the other receiver; so that the two telephone currents are 
180 degrees out of phase. Static of large amplitude does not 
interact with the local frequencies, and will produce simultane- 
ously in each receiver a decrease in the telephone current. 
These two currents are therefore in phase with each other. On 
replacing each telephone by the primary' of a transformer, and 
connecting their secondaries thru a telephone in the proper 
phase, it is possible to balance out the static and at the same 
time secure an additive response of the signals from each receiver. 

An arrangement of circuits by means of which this method 
can be carried out is shown in Figure 23. Here two oscillating 
receiving systems are kept in step by means of the circuits 
Li Ci Ci' Li'. Li Ci and Li' 0/ are identical, and each is tuned 
separately to the frequency to be received. When both audions 
are oscillating in step, the flow of current in these circuits as 
indicated by the vectors of Figure 23 will be alternately up on 
one side and down on the other. The point between the con- 
denser Ci and Ci will be a node; and the antenna may be con- 
nected to this point without disturbing the conditions ap- 
preciably if a resistance R placed as indicated is included in the 
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antenna. This resistance need not be large enough to interfere 
seriously with the signal strength; it need only be large with 
respect to the resistance of the circuit Li Ci Ci' L/, which circuit 
has a very low resistance. 
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Incoming; oscillations pass thru the divided circuit as in- 
dicated in the diagram, and therefore are in pha^r with the local 
oscillations of one receiver and 1 SO degrees out of phase with the 
local oscillations of the other. This produces the desired result 
in the currents thru the transformers of the circuit T which 
act in the manner afaready described. 

It is found in practice that the oscillations set up in each 
system by the incoming signals tend to neutralize each other 
thru the circuit Li Ci Ci' Li'. This effect is avoided by introduc- 
ing in the wing circuits a differential coupling arranged to 
neutralize the coupling between the two grid circuits. It is 
possible to do this, as it does not affect the coupling of either 
receiver with the antenna, and does not interfere with the local 
operation until the effective coupling between the two systems 
is reduced to a point below which they will no longer remain 
in step. There are other ways of securing the same result, but 
the system shown will illustrate the general procedure in currying 
out this method of balancing. 
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The practical results obtainable with these receivers may 
perhaps be of interest. At the present time, signals from all 
high power stations from Eilvese (Germany) to Honolulu are 
heard day and night at Columbia University with a single audion 
receiver. Cascade systems give correspondingly better results, 
two stages being sufficient to make the night signals of Honolulu 
audible thruout the operating room. Interference with the 
signals from Nauen by the arc station at Newcastle, New 
Brunswick (Canada), is very easily eliminated by means of an 
audio frequency tuning circuit; and this is the most severe 
interference we have yet experienced, the two frequencies some- 
times differing by less than 1 per cent, and the arc signals being 
much the stronger. 

These receivers have been developed in the Research Labo- 
ratory of Electro-Mechanics, Columbia University; and are 
mainly the result of a proper understanding and interpretation 
of the key to the action of the audion; thv grid potontial-wing 
current curve. In eont'lusion, I want to point out that none 
of the methods of producing ampHfication or oseiihition depend 
on a critical gas action; they depend soh'ly on the rehiy action 
of the tube employed (electron or gas relay) and the proper 
arrangement of its controlling circuits. 

SUMMARY: The action of the audion as a detector and simple amplifier !■ 
explained, with the method of verification of the theory by means of oscil- 
lograms. To reinforce the oscillations in the grid circuit two methods are 
employed : fintt to couple the grid cifOiit to the wing circuit and arrange 
the latter to permit radio frequency currents to pass freely in it; and second, 
to use a large inductance in the wing circuit, thereby tuning it to the incom- 
ing frequency (in conjunction with the capttcity between the filament and 
wing in the audion itself). Both methods may be used together. Various 
methods of coupling grid and wing circuits are shown. Methods of coov- 
bined audio and radio frequency amplification are described. 

The audion, being a generator of alternating current of any desired 
frequency, can be used as a beat receiver. A steady audion generator pf 
regular groups of radio frequency oecillationa ia itluttrated. ' Various 
methods of audio frequency tuning permitting high selectivity are possible. 
By the use of two audions in cascade, amplifications as high as 1,000 are 
attainable. The cascade systems can be arranged so as to operate both 
audions either synchronously or non-synchronously. 

As an alternative to beat reception of sustained wave signals, an ar- 
rangement is explained wherein the amplifying ratio of a repeating audion 
is varied periodically at an audio frequency. Coupled to this system is a 
simple audion detector. Musical signala of any deaired pitch are thus 
obtained. 

It is found that static of large amplitude nearly always decreases the 

wing current, while a signal (with beat reception) alternately increases and 
decreases it. A system of circuits is described whereby this fact is taken 
advantage of in balancing out static while retaining an additive response to 

signals, thus effecting an elimination of static to a considerable extent. 

Finally, instances of long distance stations received and interference 
overcome in practice are given. 
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DISCUSSION 



Lcc de Forest (h\' letter): Ab.seiu-e from New York and 
stress of business prevents iny givinj^ to Mr. Armstrong's paper 
the thoro discussion it merits from me. 

Briefly, I must state that my investigation of tlie simple 
audion detector, the audion amplifier, and the "ultraudion" 
detector for undampe<l waves do not hear out completely the 
results and conclusions announced by that writer. 

In the first plac c. anyone who has liad consirhTable experience 
with numerous audion bulbs must admit that the behavior of 
different bulbs varies in many particulars, and to an astonish- 
ing decree. The wing potential-wing current curves for differ- 
ent bulbs, or even for the same bulb at different times, under 
differing conditions (filament temperature, etc.) vary widely. 

What may appear to be a fixed law for one bulb may not hold 
for another. 

Mr. Armstrong makes no mention of this well-known fact; 
nor does he even state that his grid potential-wing current curve 
may be quite otherwise than he has shown it with different 
applied "B" battery voltage, or filament temperatures. 

He makes no mention of the fact, often demonstrated, that a 
continuous current indicating instrument, e.g., a micro-am- 
meter, may show a decrease in deflection, or praetically no 
change in deflection either way when fairly strong radio fre- 
quency (or audio frequency) impulses are delivered to the grid 
even when the telephone receiver in the wing circuit gives strong 
respon.se. 

I have fre(|uently proven that a jxtsilivc charge applieil to the 
grid, may decrease, rather than increase the "wing current." 
If I may say so, he treats the entire subject in much too cursory 
and cavalier a manner, even as he appears to l)e quite oblivious 
of the work of any other investigator or discoverer. 

As I stated in an article in the ' Electrical World,^' February 
20th, the oscUUUing quality of the audion was discovered by me 
several years ago. 

I found that the complicated circuits Mr. Armstrong illus- 
trates were quite unnecessary for producing the effects mentioned. 
In fact, the combination of oscillating and amplifying functions 
in the same bulb are obtained almost, if not quite, as efficiently, 
and far more simply by much simpler circuits. 
. The second method he shows for a combination tuning to radio 
and audio frequencies is ingenious and highly creditable. Un- 
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fortunately, as he truly points out, there is to-day no continuous 
wave generator of sufficiently constant frequency to permit full 
advantage being taken of this elegant method. 

Edwin H. Armstrong: The condition in which a positive 
potential applied to the grid produces a decrease in the wing 
current is a remarkable one, in that it has been the cause of 
that mysterious atmosphere with which the audion has long been 
surrounded. The elTect occurs under certain conditions which 
are very easily explained. Suppose there is an appreciable 
amount of gas in the tube and the difference of potential between 
the wing and filament is adjusted so that a considerable number 
of positive ions are produced. In such a state it frequently 
happens that the number of positive ions coming in contact with 
the grid is in excess of the number of negative ions. As a con- 
sequence of this the grid assumes a positive charge with respect 
to the filament. Suppose the potent ial to which t he grid becomes 
charged is three volts positive with respect to the negative 
terminal of the filament. Under these conditions a battery of 
say one or two volts connected as shown in Figure 1 with its 
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positive terminal connected to the grid will really change the 
potential of the grid in the negative sense. The natural result is • 
a decrease in the wing current. The converse of this effect: 
the condition in which a negative potential applied to the grid 
produces an increase in the wing current, is invariably met with in 
high vacuum audions where the potential assumed by the grid 
is invariably negative. Both cases, however, can be explained 
on the same grounds. Figure 2 shows the potential assumed by 
the grid when a large number of positive ions are present. 

Edwin H.Armstrong :l)y Idtcri: In replying to Dr.de 
Forest 's communication, 1 want to point out that the paper was 
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intended to deal with the application of circuits of a new type to 
the actuation of the audion. The fundamental operating features 
of the audion itself were outlined purely as a basis on which to 
explain the action of the circuits. A detailed explanation of the 
various phenomena involved in the audion as a detector and as a 
relay, radically different from that previously advanced by Dr. 
de Forest, was published by me some time ago in the "Eledriedl 
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World,'' December 12th, 1914, and the columns of that paper, are, 
no doubt, still open to discussion of these elementary matters. 

Dr. de Forest speaks of the pjreat ditTcronces existing between 
the wing potential-wing curnnt curves. It will be readily 
understood by those familiar with the laws of the conduction of 
electricity thru gases that such is bound to l)e the case where any 
considerable aniuunt of gas is present in the bulb. The potential 
at which progressive ionization of the gas begins, is dependent, 
among other things, on the pressure; and hence the upper parts 
of the wing potential-wing current curves vary, but the lower 
parts, the onhj pUicc irhtre the electron rdat/ c(tn he op( rated, are 
invariably of the same general shape. Witii the modern methods-^ 
now available, for producing very high vacua, it is a simple ' 
matter to construct audions whose characteristics are for all 
practical purposes identical. With these liigh vacuum bulbs, 
the astonishing differences of which Dr. de Forest speaks dis- • 
appear to an astf)iiishing extent. 

The great differences which sometimes exist between the 
grid [)otential-wing current curves of difTerent audions or for the 
same audion under difTerent conditions of wing potential or 
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filament temperature are again due to the residual gas, and are 
eliminated as before by the use of very high vacua. It will be 
evident, of course, that for each value of wing potential and 
filament temperature there will be a different grid potential- 
wing current curve; but for high vacuum bulbsthesecurves lie one 
above the other in an orderly manner and, barring minor differ- 
ences, are of the same general shape. 

For an explanation of the fact that a continuous current 
instrument in the wing circuit shows no change in deflection 
when an alternating e. m. f. of audio frequency is impressed on 
the grid even when a telephone in circuit with the meter gives 
a strong response, I want to call attention to Figures 2 and 5, 
of the original paper, together with a suggestion that a telephone 
perhaps is apt to respond somewhat more strongly to an alternat- 
ing current than does a continuous current instrument! An 
explanation of the decrease of wing current which may occur 
will be found m the publication in the "EUetriad World," 
December 12th, 1914, with an accompanying oscillogram which 
shows the assrmmetric effect in question. The circumstance 
stated by Dr. de Forest in which a radio frequency e. m. f. 
impressed on the grid produces a response in a telephone but not 
in a continuous current instrument is an impossible one. If the 
telephone responded, and there were no changes in the reading 
of the instrument, it would he an indication of an alternate and 
equal increase and decrease of the win^ current at an audio 
frequency rate. This is an effect which radio frequency oscilla- 
tions apj)li('<l to the grid cannot produce. When a condenser 
is used in connection with the grid, radio frequency oscillations 
invarial)ly produce a net decrease in the wing current and hence 
a decrease in the telephone curn nt. Where use is made of the 
asymmetric relaying, which is possil)le lu'cause of the bends in 
the operating cliaracteristic, either a net increase or net decrease 
may he produced in the wing ciirrent l)y radio freciuencies ai)plied 
to the grid. de[)ending at wiiich hend the audion is worke<l, 
hut an increase and decrease can never be produced at the 
same time. 

Dr. de Forest attenijits to throw doubt on the validity of 
the operating characteristic, ami hence on all explanations 
dejjending thereon, by stating that he has fre(|uently proven that 
a positive charge applied to the grid may decrease rather than 
increase the wing current, a contention originally advanced by 
him in cx|)lanat ion of the relay and detecting action of the 
audion. In the discussion, I have pointed out tlie fallacy in this 

242 



Digitized by Google 



view and explained the seeming paradox which is found in low 
vacuum bulbs on the working part of the grid j)ot( nti:il-wing 
current curve. There is anotlier effect which may lead to incor- 
rect conclusions concerning the action of the electron relay, 
which is due to effects found al)ove the working part of the curve. 
As the potential of th<' grid is increased, it is possible that the 
wing current may reach a niaxiiiuini and then fall off. This is 
due to th<' fact that a conduction current flows to the grid when 
it is positive with respect to the filament, and that under certain 
conditions, this current is subtracted from the wing current. 
The maximum current which can flow from filament to wing is 
limited to the numlier of electrons emitted by the filament, and 
if the condition of maximum current flow in the wing circuit is 
established before the grid potential becomes highly positive, 
then a further increase in the grid potential will increase the 
number of electrons absorbed by the grid and the result is a 
decrease in the wing current. The impossibility of working an 
electron relay on this part of the curve will be evident from 
the accompanying diagrams (Figure 3) which show how the 
effective resistance of the input side of the audion increases as 
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the potential of the grid is varied. Only when the grid is negative 
with respect to the filament can the full amplifying power of the 
audion be realised, as the input side consumes no energy. Herein 
lies the explanation of the great differences which exist in the 
amplifying powers of different bulbs when used in the customary 
fashion. It is usual to operate the audio frequency amplifier 
with the grid insulated from the filament for conduction currents 
so that the potential of the grid is determined solely by the 
characteristics of the audion. If it should chance to be suf- 
ficiently negative, the input side consumes no energy and the 
result is a good one; if it should be positive, then the input side 
consumes energy and the amplification is seriously impaired, 
the degree depending on the value of the positive charge. All 
this b clearly supported by the fact that when the potential of 
the grid of a good bulb is arbitrarily made pontive, the amplifica- 
tion falls off. The curves shown in Figure 3 are additional 
confirmation, and in this connection it is interesting to note 
the agreement between the radio and audio frequency curves. 

The statement by Dr. de Forest that he originally discovered 
the oscillating phenomenon and applied it to producing the 
effects described several years ago cannot be here discussed, 
because his priority in this matter will be contested shortly in 
another way. 

Lee de Forest (by letter): While I cannot accept Mr. 
Armstronp's explanations of my observations as to the action of 
a positively charged grid on the wing currenf, they have at least 
more to recommend them than has his previous flat contradiction 
that such an effect as I have described existed at all. 

What Mr. Armstrong states are "elementary matters" 
have not appeared so to associates and collaborators of Drs. 
Rutherford and Soddy with whom I have discussed them. 
These discussions, however, were prior to the appearance of 
Mr. Armstrong's paper. 

In spite of Mr. Armstrong's explanations, we are left quite 
in the dark as to how high these consistent vacua are, and just 
what operating voltages he refers to. More quantitative ex- 
plicitness and citations of the exact performances of scores of 
bulb would be more convincing than ^e the theories proposed 
as a basis for description of sundry complicated circuits. 

If ho is dealinp with a typo of tul)»' whiclj is (piilf distinct 
from tlie audion foii account of the dejjrce of vacuum, tlie 
applied potentials, etc.), this should have been explicitly stated 
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at the outset. This is my chief complaint. No essential data 
are given, but only general laws with attempted axioms. I as- • 
sumed that we were dealing with phenomena in the audion as 
popularly known, operating on from 20 to 50 volts. With such, 
at least, there still remain some unexphiinecl problems. 

If he be unable to explain my observation that, using audio 
frequencies, certaiii bulbs show a decrease, others no perceptible 
change in deflection of a direct current micro-ammeter while a 
telephone receiver gives responses many times audibility — this 
fact should be frankly stated. I should also like to have his 
explanation as to why certain audions are distinctly more 
sensitive to low than to high spark frequencies while others show 
the exact reverse. Tho I have theories on this point, I iiave not 
yet proven them. 

In connection with Mr. Armstrong's insistence on the vahie 
of his oscillograms which were taken at audio fre(iu(!ncies Ix'cause • 
audio and radio freciuency phenomena are identical in nature, 
I should like to call attention to his statement that "This is an 
effect which radio (as distinguished from audio) frequency 
oscillations applied to the grid cannot produce." 

Is it not perhaps possible that where successive strongly 
damped wave trains, of radio frequencies, have alternately 
positive and negative initial wave fronts, an alternating increase 
and decrease of wing current may occur which would, while 
giving loud signals in the telephone receiver, produce practically 
no change in deflection in a direct current micro-ammeter in 
series therewith? 

As to Mr. Armstrong's closing remark, I had not before 
realized that he actually claimed broadly the discovery of the 
oscillating property of the audion. I think it can and will be 
established that this was discovered some time before his first 
work in this field. If any are still of the opinion that the oscillat- 
ing quality of the audion awaited the discovery of the com- 
plicated circuits he describes, I would refer them to the article 
on "The Double Audion Type of Receiver," by Professor A. H. 
Taylor, in the "Ekdrical World" of March 13th, 1915. 

Edwin H. Armstrong (hy letter): Heplying to Dr. de 
Forest's latest coninuinication in regard to the effect of a charged 
grid on the wing current, I cannot but assume, from his failure 
to produce evidence to the contrary, that his observations may 
he explained by the residual positive charge on the grid. This 
applies to that type of tube in which so many "unexplained" 
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phenomena are observed; "the audion, as popularly known, 
operating on from 20 to 50 volts." 

Dr. de Forest's misapprehension as to the type of tube 
referred to in the paper rests entirely with himself. It was 
definitely stated in the article in the "Electrical World" and on 
the occasion of the presentation of this paper before the Institute 
of Radio Engineers that the vacuum of the bulbs was such that 
only thermionic currents existed. The methods used to obtain 
these vacua were those recently described by Dr. Irving Langmuir 
in a paper presented before the American Physical Society, and 
also in another paper presented before the Institute of Radio 
Engineers (See this issue of the ProcsbdinoBi together with 
the discussion on Dr. Langmuir's paper). 

In explanation of Dr. de Forest's observation that audio 
frequencies applied to the grid may produce either a decrease or 
no change in the reading of a direct current micro-anuneter, while 
a telephone responds strongly, I have pointed out the oscillo- 
grams which fuUy explain both cases. It seems necessary to 
add that a direct current instrument of the type mentioned 
measures average values! 

The question of the relative senidtiveness of an audion as a 
detector to high and low spark frequencies is entirely irrelevant 
to the present discussion. It has, however, some points which 
are of interest. The effect occurs only when the valve action 
of the audion is used to rectify the oscillations and a condenser 
is necessarily used in series with the grid. When there is a 
scarcity of positive ions, the rate of leak of the charst' accu- 
mulated in the grid condenser from one group of oscillations 
may ho so slow that the condenser fails to clear itself before the 
arrival of another group of oscillations. Under these conditions, 
a residual negative charge is continuously maintained in the grid 
condenser during the ])eriods of signaling, and this charge 
interferes with the rectifying action between grid and tilanicnt. 
Obviously, this effect will he more pronounecMl at the higher 
spark frecjuencies, and the sensitiveness of the audion will he 
less impaired on the low spark frecjuencies. The j)hen()nu'n<)n 
is an interesting one. but on the whole it is quite simple and 
elementary in character. 

Dr. de Forest attempts to explain the circumstance which 
I have shown is impossible^ — the circumstance in which radio 
frecjucncies applied to the grid i)roduee response in a tel('i)h()ne 
in the wing circuit but no change in the deflection of a continuous 
current instrument in series with the telephone. The explana- 
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tion advancrd is impossible. The effect described could be 
produced only by wave trains that were practically aperiodic. 
Xeedl(\^.s to say, nothing remotely approaching this is in use in 
radio telegraphy at the present time. 

In conclusion, I wish to point out that this discussion was 
originally begun by Dr. de Forest in an attempt to invalidate 
the explanations advanced to account for the various detecting, 
repeating, and oscillating phenomena. It is my opinion that the 
explanations given stand as correct. 

Robert H. Marriott: It has been froquently charged that 
there has been a lack of research in railio cngiiiccrin); carried 
out in physical research lal)oratories. Mr. Armstronp; deserves 
much praise in carrying out his highly interesting investigation, 
and it is to be hoped that further valuable results will be obtained 
under similar auspices. 

(This discussion is herewith closed. — Editor.) 
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DEVELOPMENTS OF THE HETERODYNE RECEIVERS 

By 

JOHN L. HOGAN, Jr. 

(IndudtTtg a discussion on *'Some Recent Developments in the 
Audion Receiver,''^ by E. //. Armstrong.) 

The comparativol y recent development of the audion ampliher 
into the smging-relay form of radio-frequency oscillation f];rnor- 
ator has giyen a great impetus to heterodyne or electrical-beats 
receiyingy since it has provided a cheap and satisfactory generator 
for such use. The further discovery that in the same audion 
bulb the triple functions of generation, rectification and ampli- 
fication could be simultaneously carried on has additionally 
increased the use of heterodyne methods, altho the somewhat 
involved nature of the coincident phenomena has tended to 
obscure the true actions within the device. It is for this reason, 
in addition to his practical achievements, that Mr. Armstrong 
is to be congratulated for his painstaking work in the investigi^ 
tion of audion operation and for his clear and frank presentation 
of results. It may develop that I cannot agree with some of the 
conclusions he has drawn as to the relative commercial operating 
importance of some of these demes, but I do find his explanations 
of audion action in full agreement with my own observations 
and experiments. 

It may be of interest to trace the (levclopincnt from the 
preferred form of boats receiver' shown in Fif^ure 11 of my [)ai)er, 
**The Heterodyne Receivinfi; System"' to tlie Armstrong arrange- 
ment, and to show some arrangements and give some results 
whirh have not as yet been published. To l)egin with, we must 
realize that a heterodyne receiver is one in which the incoming 
wave energy produces an eff(»ct at its own radio frequency, which 
effect is combined with a second etbM t occurring at a second 
(and usually slightly ditTerent) radio fre(juency so as to produce 
a "heat" phenomenon or resultant elTect which is periodic and 
has a frequency equal to the difference in frequencies of the two 

^ > Tho diaRrams and sabstance of this pnpor wore presented b^ore the In- 
stitute of Kadio Engineers, New York, ^iar^h .S, 1015. 

*U. S. Patent to Ix'e and Hogan, No. 1141717 of June 1, 1915. 

s Proceedings of The Institutb op Radio ENaiNEBRS, Volume 1, Part 
3, |Mie 75 €< «eg., July, 1913. 
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component offcM'ts.i* This resultant jieriodic action, which cor- 
responds to the cyclic progression in phase difference between 
the components, is usually utilized by mechanically or elec- 
trically rectifying; two "beating" radio frequency currents so as 
to produce a tonal indication. This operation is explained fully 
in the original paper referred to, but may be made sufficiently 
clear by reference to Figures 4 and 6 which are here reproduced. 




(or OBIOtMAI. PAFBB) 

Figure 4 may be taken to represent on the A axis a sine wave 

voltage of frequency 250 per milli-second (or 250,000 per second). 

The B axis grai)h then represents a voltage of frequency 200 per 
milli-second. When these voiiaK*'^ act simultaneously on a 
circuit, the resultant takes the form shown l)y graph C, in which 
the "beat" or periodic change of amplitude is easily seen to 
occur at the rate of oO per milli-second, or to correspond to the 
difference in fundamental frequencies. This voltage of course 
sets up in the circuit a corresponding current which is then 
rectified (graph D) and used to protluce a final periodic effect 
such as shown l)y graph 10. The fre(|uencies 2oU.U()0 and 2(H), 000 
per second were chosen to {)erinit graj)hs of several complete 
beats to be shown; the resulting beat frequency- of 50,000 per 
second would of course be useless for producing rlirectly an 
audible response in radio telegraphy. Ordinarily the frequencies 
would be, say, 250 and 249 per milli-second, giving a beat, tone 
of 1,000 per second. 

tU. S. Patento to FeaBendeo, Nos. 1050441 and 1050728, January, 1913. 
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To define one type of heterodyne action still more specifi- 
cally , let us consider Figure 11 of the original paper. Here the 
first radio frequency effect is the voltage across coils B, B', B'' 
produced by the received wave in the usual way. The second 



1^ MV 




Figure 4 

(or ORIGINAL PAPSm) 

is tho radio frcfiiirncy voltage across "B" produced by^the local 
generator circuit F(iH. These voltages correspond to graphs A 
and B, Figure 4, and result in a fluctuating current, such as graph 
C shows, tho in general tlie beat frequency will be of the order of 






Figure 6 

(or OBtUlNAt, PAFBll) 
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1,000 per second. This fluctuating current is rectified by the 
combination LKM, as indicated by graph D, Figure 0 (in which 
each alternate half-wave should be dotted, to represent the return 
of its energy to the resonant circuit) and results in movement of 
the telephone diafram corresponding approximately to graph E. 
One cycle of sound will be produced for each complete ''beat," 
and so the tone frequency may be changed at will by varying 
the difference between the component frequencies. 

In practice, a large nimiber of combinations of units to form 
a heterodyne receiver are possible. For example, the "local" 
oscillation generator may consist of a radio frequency alternator, 
an arc generator, a buszer exciting circuit, a high frequency spark 
circuit, an oscillating audion, etc. Any one of the many cir- 
cuits for radio frequency tuning may be used, and the local 
oscillator may, in general, be coupled to any tuned circuit of a 
series; nevertheless, beat formation with damped waves b best 
accomplished in circuits of low damping. With sustained waves 
full beats are, of course, formed in any circuit. Any form of 
non-polarised indicator may be used, such as a static or electro- 
dynamic telephone or relay, or a rectifier and polarized (ordi- 
nary) telephone. Figure 5 shows a heterodyne receiver in which 




local oscillations generated hy the direct current "arc" discharge 
gap D are transferred to the scMondarv tuning circuit L3. L4, Ci 
and there interact with received-wave currents to form l)eats. 
As the audion rectifier-relay R introduces little dampinp into the 
secondary, full beat formation occurs. The arrangement is ex- 
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tremely sensitive, of course, and by selecting the proper coupling 
between Li and L« the normal delicacy of the audion to atmo- 
spherics and other intense momentary voltages may be some- 
what reduced. The optimum power transferred from the local 
generator is rather critical for best amplification even with 
contact rectifiers, and with the audion the best adjustment for 
any given set of other conditions b very closely defined. 

The extreme delicacy of the audion may be increased in 
heterodyne working exactly as in normal operation by the 
adoption of Mr. Armstrong's "regenerative" scheme. If the 
connection of Figure 8 (Armstrong's paper) is substituted for 




FiamsB 8 (Armstrong's Paper) 



the .siinj)l(' audion arraii^i'morit of my Figuif o, the arc generator 
and antenna remaining unchanged, heterodyne nn-eption with 
eidianced responsiveness will result. The coupling from local 
oscillator to secondary (or antenna; circuit must he adjusted 
witli great care, especially when the transformer M-j (Arm- 
strong's Figure 8) is coupled so closely that wing circuit radio 
frequency energy is transferred hack to the grid circuit almost 
rapidly enough to maintain continuous oscillations. When the 
circuits are adjusted to the critical point of maximum ami)lifica- 
tion, the regenerative audion will he set into momentary sus- 
tained oscillation hy each severe static discharge, so producing 
a brief singing heat tone and giving the .sound etTects of a sharply 
group-tuned telephone circuit. For the he.st results with so 
sen.sitive a rectifier-amplifier combination as the re^rncrating 
audion it is desirable to have as quiet an oscillator as possible, 
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since when strays are light or absent it thus becomes possible to 
copy signals produced by absurdly small amoiints of received 
sustained-wave power. Of course^ when dn^'-and-night trans- 
mission is required for week after week without interruption 
(as must be the ease for radio to compete commercially with wire 
or cable signaling) the signal power must be sufficiently large to 
permit differentiating between it and irregular, impulsive dis- 
turbances in some one or more known ways; at the same time 
irregularities in the local oscillations for heterodyne working are 
nuide unobjectionable. Nevertheless, a quiet oscillator is a 
desirable and useful thing. 

The most uniform and quiet radio frequency generator for 
very small powers I have ever handled is the regenerative audion 
relay. As has been known for some time, radio frequency 
oscillations can be produced by a simple two-electrode evaluated 
bulb, but my experience has been that steadier currents may be 
made by application of the singing telephone relay principle 
to the audion repeater. Mr. Armstrong has pointed out that 
any en^rgy-ampl^ymg telephone relay may be used as an oscil- 
lator by transferring part of the amplified energy back to the 
trigger cu-cuit to keep the device in oscillation. It should be 
interesting to consider the frequency determining elements of 
such a circuit, and I have therefore shown in Figure 6 the analog- 



ous microphone relay arrangement. Here on closing the battery 
E circuit, a pulse of current is induced in Li, via transformer Ls 
Ls. If the winding direction of Li is properly selected with 
regard to the permanent magnet forming its core, the pulse will 
cause attraction of tlic diafram D, which will increase the resist- 
ance of niicr()t)h()no M and decrease the current in the battery 
circuit. The resulting fall in current induces a secondary pulse 
in T.J in the opjiosite direction and repels the diafram, so reducing 
the microphone resi.o;tance, increasirig the L3 current and starting 
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the cycle anew. If the magneto-microphonic relay Li DM is suffi- 
ciently sensitive, a comparatively large nearly sinusoidal current 
will be set up in L* DMTE, as may be evidenced by the tone 
emitted by telephone T in circuit. The period of the alternating 
current generated will be that of the mechanical system DM, 
which should beofself-resonant character (i.e., not highly damped). 
If the microphone-diafram combination be coupled by an air 
column between two diaframs, (one on the "receiver" Li and the 
other attached to the microphone M) which has its length so 
chosen as to resonate to the diafram frequency, the system will 
produce alternating current without requiring any exceptional 
delicacy as a repeater, as is shown by the familiar telephone 
hummer. 

If one secures an efficient aperiodic repeater, such as that 
indicated by Figure 7, where the armature A takes the place of 



diafram D, the oscillation frequency may be determined electri- 
cally and may be shortened as far as the inertia of the repeater 
permits. Here the circuits Ci (Li + L2) and C2 L3 are tuned 
to the oscillation frequency desired; in both Figures 6 and 7, 
the coupled circuit Li L« represents the trigpor which drives the 
relay and the circuit E L3 carries the amplified current. 

Until the audion repeater was developed there seems to have 
been no satisfactory telephone relay. Mono-periodic micro- 
phone repeaters were, however, quite efficiert, and rjidio fre- 
quency currents could he generated by tlie methods suppested 
in Figures 0 and 7. The superior efficiency of the audion, 
however, and its freedom from inertia, :it once iiMlicated its 
suital)ility for this purpo.-e. Mr. Armstrong's Figure 8, which 
constitutes an oscillator when tran-fornier Af.. is rather closely 
coupled, may lie compared with these simple singing micro- 
phonic rciJejiler circuits and will be found to dej)cnd upon 
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identical operating principles. The driving or grid circuit of 
the audion is coniKH ted for maximum resonant potential instead 
of current, since this favors its operation, and the device is of 
such sensitiveness that the driven or wing-Bt circuit need not . 
be tuned, tho to do so increases the available oscillation power. 
In Figure 8, the period of current is of course determined by the 
constants of the C, L, and Ls circuit. The telephones and 
shunting condenser Cs may be omitted and Li coupled to an 
antenna to set up beats with received energy therein, as shown 
by the right-hand half of my Figure 8. In this heterodx nc 
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arrangement the regenerative audion in non-osciUating con- 
dition is indicated as the rectifying and indicating element. 
The telephones T need not always be shunted by a condenser, 
since the effective capacity of their cords and windings is often 
sufficient to permit regenerative amplification. 

We thus have the heterodyne principle applied to large variety 
of receiver combinations. As Mr. Armstrong jioints out, the 
same bulb (with regenerative circuits) may be used simultane- 
ously as a j^enerator, rectifier and amplifier, then constituting an 
especially ingenious beats receiver. In practice, I have not 
found it possible to secure the full aftiplifying power of the 
rf'ijciH'rat in^ audion Tc\ny when the hulh is oscillating;, tho I 
have had lK)tli Mr. Armstrong's and Dr. di- Forest's similar 
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"ultraudion" arrangements (ii nioustratetl to mo, and have often 
reproduced them in my Ial)oratory. It appears that the critical 
optimum of the power-efficiency characteristic cannot be made 
use of when the same bulb is used as rectifier, amplifier and 
oscillator. Tlie difficulty or imj)ossil)ility of securing: maximum 
response, however, may not prove an obstacle in commercial 
working, since the extreme delicacy of the "best" adjustment 
really prevents operation when static is present. 

A brief summary of some of the heteroilyne tests which I 
have conducted over the past year or so may be of interest as 
giving experimental data for the various beats receivers. At 
Brooklyn, we have two antennas, one a flat top having a natural 
wave length of 1,000 meters and effective height of about 250 
feet, the other having a natural wave length of 250 meters and 
height of about 175 feet. With the regenerative audion hetero- 
dyne shown in my Figure 8, it is not difficult to read daylight 
signals from Nauen, (Jermany, over 4.000 miles, on a 10,000 
meter wave, an (hr small antenna. On the large antenna, this 
.*<ame receiver arrangement gives responses to Naucn's daylight 
signals so loud that they may easily be read some fifty feet from 
the telephones, or transmitted over the telephone lines to con- 
siderable distanc(»s merely by holding the receiving head-phone 
close to the Bell transmitter. This almost unl)elievable respon- 
siveness can only be reached and maintained when strays are 
practically absent, however; as soon as atmospherics appear it 
becomes necessary to use a less sensitive receiver if messages 
are to be read. 

On the large antenna, Nauen 's daylight signals give an 
audibility factor of from 300 to 500 when the plain audion is 
used as a detector (see my Figure 5), with considerably greater 
freedom Irom stray disturbance. F.ven with this, however, the 
delicacy seems too great for reliable reception, and it is advisable 
to use still more rugged rectifiers. The ronescon detector, a 
special crystal combination having extreme permanence of adj ust- 
ment and a normal sensitiveness about 80 per cent of the bare 
point electrolytic, gives heterodyne responses to Nauen of about 
lUO audibility. This arrangement gives the best continuous 
operating condition of all tho.se tried, tho for very small received 
powers (such as intercepted on the Brooklyn antenna from 
Nauen, Eilvese, San Francisco and Honolulu) it is desirable 
that the local oscillator be very quiet in operation. 

For a considerable period, the Nauen-Sayville transmission 
was monitored at Brooklyn, everything sent either way being 
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copied 80 far as it was possible to do so tliru atmospheric inter- 
ference. When the ronescon heterodyne was used we found 
that our reception from Nauen was a trifle better than Say- 
ville's, altho our antenna was far less effective in its ability to 
collect radio frequency energy arriving on wavee of such great 
length than was that used at Saj^ville. The only difficulty 
experienced at Brooklyn or at SayviUe (ao far as could be deter- 
mined) was from the apparent weakening of Nauen's signals in 
the presence of strays. 

The evident conclusion is that heterodyne reception for con- 
astent long distance working should be based on the use of 
rugged rectifiers having great overload capacity with small loss 
of conversion efficiency. Such reception of sustained wave 
signals has the following valuable characteristics, among others: 

1. Signals produced as pure musical tones of regulable pitch, 

permitting 

a. Any decree of audio frequency tuning. 

b. Aural selection from static. 

2. Selection by persistence of oscillation in addition to 

selection by wave frequency, since damped oscillations 
produce incomplete or decadent beats. 

3. Ruggedness and ease of adjustment. 

4. Stray mmimisation by virtue of the detector's overload 

characteristic (which may be equivalent to what Mr. 
Armstrong terms the "balanced valve" effect.) 

5. Amplification of desired signal by heterodyne action, 

without proportionate increase of strays. 

6. With signals of moderate strength, stray reduction by 

detuning antenim to coincide with frequency of local 
generator. 

In spite of the present superiority for commercial work of 
sucli an arrangement as I have last outlined, however, the com- 
bined oscillator and amplifying rectifier and the regenerative 
audion used in non-oscillating condition for grouped-wave 
reception are useful and valuable devices. The work which 
Mr. Armstrong has done seems to me of great importance, and 
I wish again to thank him for his clear presentation of it. 

New York, May 3, 1915. 

SUMMARY: The heterodyne receiver is defined and explained. Various 
arrangements for heterodyne reception tun ditcuMCd. The use of the 
**ff^reiierative" or oMillating audion is then ecMMddered. It is shown how 
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any enercry-amplifying relay can become an oscillation generator. Several 
instances arc given. In connection with beat reception using the audion 
generator, it is stated that most Mitisfactoxy results are obtained in commer- 
cial service when it is used as a generator only, the detector being a rugged 
crystal combination. Examples of the extreme sensitiveness of the arrange- 
ments described ut given. 
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THE PUKE ELECTRON DISCHARGE 



And Its Appucations In Radio Tblborapht and 

Telephont 

By 

Ibvino Lanomuib 

HltiTORlCAL 

It has been known for nearly two hundred years that air in 

the neighborhood of incandescent metals is a conductor of 
electricity. P^lstor and Geitel studied this phenomenon in great 
detail, and published the results of their investigations in a 
series of papers in "Wiedemann's Annalen" during the years 
1882-1880. 

In most of their experiments, they placed a metal ])latc close 
to a metallic filament within a glass bulb, and studied the cliarge 
acquired by the i)hite under various conditions of filament 
temjierature and gas jjressurc. They found in most gases that 
the filament tendc(l to give off positive electricity when it was 
at a red heat, but at very high temjx ratures it gave off negative 
electricity more easily than positive. When the vessel was 
exhausted as comi)letcly as was possible in those days, the 
tendency to give off positive ehn-tricity was much decreased and 
did not fxTsist, whereas the tendency to emit negative electricity 
was api)arently stronger than ever. 

A similar discharge of negative electricity from the carl)on 
filament of an incan(lesc<Mit lam}) to an auxiliary electrode placed 
within the bulb was observed and studied by Edison and has 
since been known as the Kdison eff(»ct. Fleming, in 189G (Froe. 
Roy. Soc. 47, 118, (1890) and Phil. Mag. 42, 52 (1896)) in- 
vestigatetl and described this effect in detail. 

J. J. Thomson fPhil. Mag. 48, o47 (1899)) show(>d that in 
the case of a carl)on filament in hydrogen at very low pressures, 
the negative electricity is given off by the filament in the form 
of free electrons having a mass about 1 ISOOth of the ma.ss of a 
hydrogen atom, and constituting in reality atoms of electricity. 

* Ddivered before The Institute of Radio Engineers. New York, April 7, 
1915. 
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Owen (Phil. Mag. 8, 230 (1904) } showed that a heated Nernst 
filament also gives off electrons, and Wehnelt (Ann. Phys. 14» 
425 (1904) ) proved that the electric current from a lime covered 
platinum cathode (Wehnelt cathode) is carried in the same 
manner. 

Richardson (Phil. Trans. 201, 516 (1903) ) applied the electron 
theory of metallic conduction to the electron emission from 
heated metals, and was thus able to develop a theory of this 
effect. In order to account for the conduction of heat and 
electricity by metals, Biecke and Drude had assumed that metals 
contain electrons which are free to move tmder the influence of 
an electric force and which are in constant vibratory motion 
similar to that of the molecules of a gas. Bichardson assumed 
that these free electrons are ordinarily held within the metal by 
an electric force at the surface, just as the molecules of a liquid 
are prevented from escaping by a surface force related to the 
surface tension. If the velocity of an electron is sufficiently 
high, it may be able to overcome the surface force and escape. 
Since the average velocity of the vibratory motion increases 
with the temperature, the number of electrons which reach the 
necessary critical velocity to escape, will increase very rapidly 
with the temperature. These considerations are strictly analo- 
gous to those of the evaporation of a fiquid, so that the number 
of electrons escaping should increase with the temperature 
according to the same laws as those governing the increase of the 
vapor pressure of a liquid as the temperature is raised. 

It had already been shown that the vapor pressure (p) of a 
substance varies with the temperature (T) according to a relation 
of the form 

p« aVtT^t 

where A is a constant^ i is the latent heat of evaporation of the 
liquid (or solid), and < is the base of the natural system of 
logarithms. Richardson was thus led to conclude that the 
current from an incandescent metal should increase according 
to an equation of a similar form, namely 

_ b 

i=aVT£ ^ 

Here i is the curn^it per square eeritimeter at the temperature 
T, and h is a eunstant which should be half the latent heat of 
evaporation of the electrons. 
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A curve showing the electron emission from heated tungsten, 
calculated with the use of appropriate constants from the above 
equation, is given in Figure 1. 




FiGUBE 1 — ^Electron Emission fiom Tungsten in a 
" Perfect " Vacuum 



Richardson suggested that the currents obtained by the 
emission of electrons or ions from incandescent bodies should 
be called themdanie currents, a term which has since come into 
very general use. 

According to Richardson's theory, an incandescent metal at 
a given temperature emits a certain number of electrons which 
is independent of the electric field around the heated body. 

If a positively charged body is placed near the heated fila- 
ment, the electrons will all be drawn away from the filament 
and will strike and he absorbed by the positively charged body. 
The motion of these electrons constitutes an electric current, 
the hot filament being the cathode and the positively charged 
body the anode of the discharge. 
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If, however, there is no electric field around the heated 
.filamenti or if a negatively charged body be placed near it, the 
electrons which are emitted from the iihuacent return to it again 
and are re-absorbed, and therefore no current flows between 
the two electrodes. 

According to this view-point, the electron emission is the 
same whether a thermionic current flows or not. As the imtcntial 
of the cold electrode or anode is increased, a larger and larger 
proportion of the electrons emitted are drawn to the anode, so 
that the thermionic current increases. .\s the potential is further 
raised, a point is finally reached at which all the electrons emitted 
pass to the anode, so that a further increase in voltage causes 
no increase in current. The current is then said to be ''saturated." 

Richardson, in 1902, determined the relation between the 
saturation current from a heated platinum wire and a cylinder 
around it, and found that i varied with the temperature in 
accordance with the equation given above. For other sub- 
stances also he found the relation to hold. 

Since 1903, Richardson's theory of thenmonic currents has 
been the subject of much investigation and discussion. H. A. 
Wilson (Phil. Trans. 202, 243 (1903) ) found that the electron 
emission from platinum at high temperature was decreased to 
1-250,000 of its former value by a preliminary beating of the 
platinum in oxygen, or by boiling in nitric acid. The admission 
of a little hydrogen brought the current back to its former 
value. 

Wehnelt (Ann. Phys. 14. 425 (1904) and Phil. Mag. 10. 80 
1905) ) discovered that platinum cathodes covered with lime 
emit vastly more electrons than platinum alone. He proposed 
using tubes containing such cathodes as rectifiers for alternating 
current of 100 or 200 volts, and described a Braun tube in which 
very soft ratliode rays (100 to 1,000 volts) could be produced. 
Wehnelt worked usually with gas pressures ranging from 0.01 
to 0.1 millimeter of mercury, tlic lowest pressure recorded being 
O.OOo millimeter. Under these conditions the paths of the 
cathotle rays were visible, showing that there was strong ioniza- 
tion of the gas. 

Soddy (Phys. Zeit. 9, 8 (1908) ) found that the large currents 
obtainable from a Wehnelt cathode stopped suddenly if the 
residual gases in the vacuum tube were absorbed by vaporizing 
some metallic calcium. This work of Soddy attracted consider- 
able attention and niadc many investigators ferl that thermionic 
currents in general were dependent on the presence of gas. 
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LUienfeid (Physik. Zeitschr. 9, 193 (1906) ), however, con- 
sidered that Soddy's experiments did not show that the electron 
emission from the Wehnelt cathode had decreased, but suggested 
that the decrease in current might be caused by the building 
up of a negative charge in the vacuum because of the large 
number of electrons needed to carry the current. 

Fredenhagen (Verb. deut. phys. Ges. 14, 384 (1912) ) in 1912 
studied the electron emission from sodium and potassium, two 
metals that Richardson had found particularly good sources of 
electrons, and concluded that the electrons are only emitted as a 
result of the presence of gas. He suggested that if a perfectly 
clean metallic surface could be obtained in a perfect vacuum the 
electron emission would cease entirely. 

Pring and Parker (Phil. Mag. 23, 192 (1912) ) in the same 
year measured tlie ciirrents from incandescent carl)on rods in a 
vacuum. They found that with progressive purification of the 
carbon and improvement in the vacuum, the currents decrea.sed 
to extremely small vahies. They conclude that "the large cur- 
rents hitherto obtained with heated carbon cannot ])e ascribed 
to the emission of electrons from carl)on itself, but that they are 
proi)ably due to some reaction at high temperatures i)et\veen 
the carl)on, or contained impurities, and the surrounding ga^es, 
which involves the emission of electrons." 

More recently Pring (Proc. Koy. Soc. A 89, 344 (1913)) 
repeate(l tln^se experiments under still better vacuum conditions 
and finds the former results confirme<l. He concludes that 
"the thermal ionization ordinarily observed with carbon is to 
be attributed to chemical reaction between the carbon and the 
surrounding gas." **The small residual currents which are 
observed in high vacua after prolonged heating are not greater 
than would be anticipated when taking into account the great 
difficulty of removing the last traces of gas." 

A similar feeling gradually arose in regard to the photo- 
electric effect, a phenomenon resemVHn<^ the electron emission 
from incandescent metals, except that the electrons are emitted 
by the action of light — ^usually ultra-violet light, instead of heat. 

Pohl and Pringsheim (Phys. Zeit. 14, 1112 (1913) ) find that 
the photo-electric effect is very much decreased by improving 
the vacuum, and suggest that perhaps the whole effect is due to 
interaction between the gas and the metal. Wiedmann and 
Hallwachs (the latter the discoverer ot the photo-electric effect) 
(Ber. d. Deut. Phys. Ges. 16. 107 (1914) ) go fuHher and state 
emphatically as a conclusion from experiments with potassium 



that ''The presence of gas is a necessary condition for appreciable 
photo-electric electron emission." 

Fredenhagen and Kuster (Phys. Zeit. IS, 65 and 68 (1914) ) 
conclude that the same is true for the photo-electric effect from 
sincy and in a still later publication Fredenhagen (Verb. d. Deut. 
Phys. Ges. 16, 201 (1914) ) finds that both the photo-electric 
and thermionic electron emission from potassium are entirely 
dependent on the presence of gas. 

We see, then, that there were the best of reasons for believing 
that it would be impossible to get any electric discharge thru a 
perfect vacuum, because one could not expect to get any electrons 
from the electrodes. In the op^ation of ordinary X-ray tubes 
it was well known that a certain amount of gas was necessary. 
Porter (Ann. Phys. 40, 561 (1913) ) studied the dynamic charac- 
teristics of the Wehnelt rectifier and found that with pressures 
as low as 0.001 millimeter there was a tendency for the current 
to become unstable, fluctuating periodically between zero and a 
higher value. 

With higher pressures, this difficulty was avoided, but the 
characteristics clearly showed a sort of hysteresis loop, the 
current with ascending voltage being dififerent from that obtained 
with descending voltage. 

My active interest in thermionic currents began in con- 
nection witii some experiments on electrical discharges occurring 
within tungsten lamps. Accordiufj; to Richardson's data on the 
electron emission from such metals as platiiuim and osmium, the 
currents that might exist across the evacuated space in a tung- 
sten lamj) would l)c very largo; in fact, the current density, at 
temperatures close to the melting-point of tungsten, might be 
expecte<l to be several hundred amperes per square centimeter. 
Of course it is evident at the outset that tlie current flowing from 
one part of a filament to the other thru the vacuum must actually 
be very small in any ordinary lamp. It was known that the 
vacuum in a tungsten lamj) is cxtr«mi('ly high, and measurements 
indicated that in well exhausted lamps after lUU hours life the 
pressure was probably less than one millionth of a millimeter of 
mercury. Taking these two facts in to account, the very exist- 
ence (»f a tungsten hinij) seems strong evidence that thermionic 
currents in high vacuum must be very small, if not entirely 
absent. 

When this etfect was studied in more detail, it was found that 
the snuUlness of the currents in a lamp was not due to any failure 
of the filament to emit electrons, but was due entirely to an 
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inability of the space around the filaments to carry the currents 
with the potential available in the lamp. 

In one case, two single loop tungsten filaments were mounted 
side by side in the bulb. After the bulb was exhausted in the 
best possible way and the filaments were thoroly aged and freed 
from gas, one of the filaments was heated while a positive 
potential was applied to the other thru a galvanometer. The hot 
filament thus served as cathode in the discharge occurring in 
the lamp. As the current thru the cathode was increased, the 
thmoionic current as measured by the galvanometer increased 
at first, according to Richardson's equation as shown in Figure 1 ; 
but beyond a certain point, as indicated in Figure 2, the further 
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FiouBE 2 — The Effect of Space Charge on the 
Tbermionic CuncBtB 



increase in tlie temperature of the cathode produced no further 
increase in thermionic current. 

The curve representing thermionic current as a function of 
temperature therefore consists essentially of two parts: first, a 
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part in which Richardson's equation applies; second, a part in 
which the current is independent of the temperature. In the 
first part of the curve, it is found that the current is independent 
of the voltage, or shape and size of the anode, but in the second 
part of the curve the current is affected by both of these factors 
and may also be either increased or decreased by placing the 
lamp in a magnetic field. It is thus evident that the only reason 
that the current does not continue to increase, according to 
Richiinlson's equation, is that the space between the electrodes 
is capal)lc of carrying only a certain current with a given tempera- 
ture difference. 

The explanation of this plH'nonicna was found to he that the 
electrons carrying the current l)('t\v<M'n the two electrodes con- 
stituted an electric charge in the sjiace which repelled electrons 
escajiing from the filament and caused some of them to return 
to the filament. 

A further theoretical investigation on the effect of this space 
charge led to the following formulas hy which tlie maximum 
current tliat can be carried t hru a space (of certain symmetrical 
geometrical shapes) may be calculated. 

In the case of parallel plates of large size, separated by the 
distance x, the maximum current per square centimeter, i, is 

V2 e V2 (1) 

9.T \m X' 

Here, e is the charge on an electron, m the mass of an electron, 
and V the potential difference between the plates. If we sub- 
stitute the numerical value of ^ and express i in amperes per 

m 

square centimeter and V in volts, then this equation becomes 

3 

i «2.33X 10-^ -\^ (2) 

In the case of a wire in the axis of a cylinder, the maximum 
current per centimeter of length from the wire is given by the 
equation 

2V2 e 
* 9 \m r 

If we substitute numerical values as before, we find 

3 

i « 14.65 X 10-* ~ (4) 

r 
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where i is the current in amperes per centimeter of length, and 
r w the radius of the cylinder in centimeters. 

These equations have been found to agree accurately with 
experiments when the vacuum is so high that there is no ap- 
preciable positive ionization. 

EiXtremely minute traces of gas, however, may lead to the 
formation of a sufficient number of positive ions to neutralize, 
to a large extent, the space charge of electrons and thus very 
greatly increase the current carrying capacity of the space. For 
example, a pressure of mercury vapor of al)out 1 1()(),0()0 milli- 
meter has, under certain conditions, been found to eliminate 
completely the elTect of space charge, so that a current of 0.1 
ampere was obtained witli only 25 volts on the anode, whereas, 
without this mercury vapor, over 200 volts were necessary to 
draw this current thru the space. 

Besitles this enormous effect on the current carrying capacity 
of the space, many gases have a great influence on the electron 
emission from the cathode. But in every case where the cathode 
is of pure tungst(»n, the effect of gas is to decrease, rather than 
increase, the electron r'nii-^sion. For example it is found that a 
millionth of a millimeter of oxygen, or of a gas containing oxygen, 
such as water va]K)r, will cut the electron emission down to .a 
small fraction of that in high vacuum. 

As a result of this work, we becauK* firndy convinced that the 
electron emission from heated metals was a true proj)crty of the 
metals themselves and was not, as has so often been thought, a 
secondary effect, due to the presence of gas. 

Furtlier investigation showed that with the elimination of 
the gas effects, all of the irregularities which had previously been 
thought inherent in vacuum discharges from hot cathodes were 
found to disappear. In order to reach this condition, however, 
it was not sufficient to evacuate the vessel containing the elec- 
trodes to a high degree, but it was essential to free the electrodes 
so thoroly from gas that gas was not liberated from them during 
the operation of the device. It was also necessary to f ree the glass 
surfaces very much more thoroly from gas than had been thought 
necessary previously. The difficulty thus consists not in the 
production of the high vacuum, but in the maintenance of this 
vacuum during the use of the apparatus. As the voltage applied 
to the terminals was increased and as the current density in the 
discharge increased, the tendency for the gas residue to become 
ionised became very much more marked and the difficulties in 
maintaining a sufficiently high vacuum increased sHIl further. 
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However, by special methods of exhaustion and by special 
methods of treating the electrodes, these difficulties have been 
overcome and it has thus been possible to construct apparatus 
in which a large current density can be obtained and poten- 
' tial differences of much more than 100,000 volts may be ap- 
plied without obtiuning effects attributable to positive 
ionisation. 

In previous devices which employed discharges thru vacuum, 
either with or without a hot cathode, there was always evidence 
of positive ionization if the current density was increased above 
an extremely low value, or if potentials over 50 or 100 volts were 
applied while a current of as much as a few milliamperes was 
flowing. The effects of this positive ionisation manifested them- 
selves in many ways. If the ionisation was sufficiently intense, 
a glow thruout the tube was visible. For example, in the Braun 
tube, with a lime covered cathode, Wehnelt states that as high a 
vacuum as possible should be obtained, but he speaks of being 
able to see the path of the cathode rays. It has apparently 
always been assumed that cathode rays of sufficiently high in- 
tensity can always be seen, but of course such a luminosity is 
! direct evidence of ionization of the gas. One of the most sensitive 
; indications of the presence of positive ionization is the failure 
, of the current to increase with the voltage in a regular manner, 
' as shown in equations (2) and (4). If much gas is present, and 
by this I mean a pressure in the order of 1-10,000 millimeter, the 
current-voltage curve often shows decided kinks when the 
voltage is raised above 50 or 100 volte. In many cases the dis- 
charge is unstable and fluctuates periodically between two 
values. All these effects tend to be extiemely erratic, since they 
vary with the composition and the pressure of the residual 
gases, and these, in turn, are altered by the discharge taking 
place thru them. For example, in the ordinary X-ray tube, 
the vacuum continually improves, and it is necessary, from time 
to time, to admit fresh portions of gas. 

With the higher voltages, perhaps the most troul)Iesome 
foaturc of positive ionizjition is its tondoncy to disintegrato the 
cathoch'. The positive ions, moving under the influence of the 
electric fiehl, acquire high velocity, and when they strike the 
cathode cause rapid disintcfiration and ultimate destruction of 
the electrode, ^^'ith a pure electron discharge, however, there is 
no disintegration of the electrode caused by the disdiarge and 
the filament lasts the same length of time as if no current passed 
thru the vacuum. 
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Another effect, produced by positive ionisation, is the emis- 
sion of electrons from the cathode under the influence of the 
positive ion bombardment. These electrons, which constitute 
the so-called delta rays, escape from the cathode with consider- 
able initial velocity, and are therefore capable of charging up a 
third electrode in this space to a potential of ten or fifteen volts 
negative with respect to the catiioile. 

With the pure electron discharge, none of these effects are 
present. The cathode rays are entirely invisible, the current 
voltage curve is a smooth curve and follows the 3-2 power law, 
in case the filament temperature is sufficiently high and the 
shape of the electrodes is such that the small initial velocities of 
the electrons from the cathode do not play too large a role. It is 
possible to obtain a very high current density in this type of dis- 
charge, but in order to overcome the space charge effects, it is 
then necessary to use a very strong electric field close to the 
cathode. 

DEVICES EMPLOYING A PURE ELECTRON DISCHARGE 

Dr. (\K)li(lge (Phys. Rev. 2, 409 (1913) ) has used the pure 
electron discharge in the (-(Hist ruction of a new type of X-ray 
tul>e. In this tul)e the catliotle consists of a small, flat spiral of 
tungsten wire, surrounded by a small niolyhdenuin cylinder 
which serves as a focussing tlevice, while the anode, or target, 
consists of a massive piece of tungsten, placed near the center of 
the tube. With this tube it has been possible to use voltages as 
high as 200,000 volts in the production of X-rays. The current 
thru the tul>e is absolutely determined by the electron emission 
from the filament, which, in turn, depends on the temperature, 
in accordance with Richardson's equation. 

The advantages of this tube over the ordinary X-ray tubes 
previously used are many. Perhaps the most important feature 
is that the current and voltage are under complete control at all 

times, the current being fixed by the temperature of the cathode 
while the voltage is simply that furnished by the transformer or 
induction coil used. The tube seems to have an almost unlimited 
life, the temperature of the fihiment l)eing so low that no api)reci- 
al)le evaporation occurs and the absence of gas ehniinating the 
cathodic disintegration usually characteristic of high voltage dis- 
charges in vacuum. The tul»e is entirely constant in its action 
and the erratic effects usually observed in X-ray tubes are 
eliminated. 
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Several other t3rpe8 of apparatus have also been developed 
making use of this pure electron discharge, and these devices 
possess the same advantages over apparatus forma'ly used 
as the Coolidge X-ray tube possesses over the ordinary X-ray 
tube. 

In order to distinguish these devices from those containing 
gas and in most cases depending upon gas for their operation, 
the name "kenotron" has been adopted. This word is derived 
from the Greek kenaSf signifying empty space (vacuum), and 
the ending, iraUt used by the Greeks to denote an "instrument." 

KENOTRON RECTIFIER 

The Coolidge X-ray tube is, of course, a rectifier for high 
voltage alternating current, but it is not suitably designed for 
this purpose. In an X-ray tube, the voltage applied must be 
consumed in the tube itself, whereas in the rectifier the voltage 
in one direction should be consumed in the load in series with the 
rectifier, altho the voltage in the opposite direction should be 
taken wholly by the rectifier. In the X-ray tube, because of the 
great distance between anode and the cathode and tlie presence 
of a focusing device around the cathode, the space charge effects 
are very much exaggerated, so that it is necessary to apply 
several thousand volts, in order to get even 10 mi[liamj)eres of 
current. This voltage necessary to overcome tlie space charge, 
Is completely lost when the tube is used as a rectifier. 

To overcome this loss of voltage as far as possible, the anofle 
and cathode in the kenotron are j^laced close together, and 
everything is avoitled which might tend to screen the cathode 
from the field naturally jiroduccd by the anode. In this way it 
has been possible to build kenotrons which have su})pli(Ml |)ure 
electron <'urrents of over an ami)ere, with a voltage drop of 
about 200 v{>lts. This current, however, reciuircs large anodes 
and cath<)<l(>. so that it is usually more convenient to build 
kenotrons with a current capacity of not over 2.')0 milliamperes. 
and if it is (loired to rectify larger currents than this, to place 
several kenotrons in ])arallel. 

There sc<'nis to be no u})|)cr limit to the voltage at which a 
kenotron can operate. A kenotron has been built capable of 
rectifying 2.'>0 miliiaujperes at 180.000 volts, and there seems to 
l)e every reason to think that kenotrons could be used at very 
much higher {potentials if tlesired. 

The design and the characteristics of kenotrons has recently 
been described in a paper by Dr. Dushman (General Electric 
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Review, VoL 18, p. 156, 1915), and I will therefore only briefly 
describe these devices. 

Figure 2 gives the characteristics of a typical kenotron 
designed for rather large currents. The curves show the current 
carried by the kenotron for different filament temperatures at 
given voltages between the electrodes. For example, if the 
temperature of the filament is 2,400 degrees the maximum current 
that can be obtained with any voltage is about 112 milliamperes. 
If, however, the resistance of the load is able to hold the current 
down to a value of say 54 milliamperes, then we see from the 
curves that the voltage drop in the kenotron would be 75.5 volts. 
The remaining voltage, which may be many thousands of volts, 
is consumed in the load in series with the kenotron. 

Figures 3 and 4 illustrate two forms of kenotrons, one for 
voltages up to about 10,000, and the other one suitable for use 
up to 50,000 volts. With voltages higher than about 12,000 to 




FiauR£ — Molybdenum Cap T>pe of Kenotron 

15,000 vults, the kenotron of tlir type shown in Figure 3 is apt to 
fail, beeause the eleetrostatie attiMction of the anode pulls out 
the helically wound fihiment and short circuits the device. At 
the higher volt fibres, therefore, it is necessary to support tlie fila- 
ment and to balance, as far as possible, the electrostatic forces 
acting on it. 

The characteristics of the kenotron are such that the current 
flowing thru it is always perfectly stable, so that several 
kenotrons can be run in parallel and each one will take its proper 
share of the current. This is in marked contrast with the behavior 
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of mercury arc rectifiers, which have negative characteristics 
and therefore, if several are placed in parallel, one of them takes 
the whole of the current. 

Owing to the absence of gas effects, the kenotron is a perfect 
rectifier, in that no measurable current flows in the reverse direc- 
tion, even when voltages of 100,000 volts or more are applied. 
For similar reasons, it is capable of rectifying radio frequency 
currents, as well as audio frequency, there being not the slightest 
sign of any lag effects. 




FiouBB 4 — ^Kenotrun with Filament Between TWo 
ParaUel Platee 

AMPLIFYING OR CONTROLLING DEVICES: PLIOTRONS 

In a pure electron discharge, as the temperature of the fila- 
ment is raised, a point is always reached where the current 
becomes limited by the space charged between the dectrodes. 
Under these conditions, only a smaU fraction of the electrons 
escaping from the cathode reach the anode, whereas the majority 
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of them are repelled by the electrons in the spaee and therefore 
return to and are absorbed by the cathode. From this view- 
point it is evident that if a negatively charged body is brought 
into the space between the anode and cathode, the number of 
electrons which then return to the cathode will increase, so that 
the current to the anode will decrease. On the other hand, if 
a pontively charged body is brought near the cathode, it will 
largely neutralize the negative charges on the electrons in the 
space and will therefore allow a larger current to flow from the 
cathode. In this way it is possible to control the current flowing 
bet wren anode antl cathode by an electrostatic potential on any 
body pliiceil in proximity to the two electrodes. This controlling 
effect may be best attained by having this controlling member 
in the form of a fine wire mesh, or grid, placed between the 
electrodes. 

The term "pliotron" has l)een a(lo})te(l to designate a kenotron 
in which a third electrode has been addeil for thv purpose of 
controlling the current flowing between the anode antl cathode. 
This word is derived from the (Jreek ''plcioii' signifying "more." 
A pliotron is thus an "instrument for giving more" or an amplifier. 
A similar use of the prefix "plio'' occurs in the geological term 
"pliocene." 

The three elements, hot filament cathode, grid, and anode, 
are, of course, similar to the elements of the de Forest audion. 
However, the operation of the audion is in many ways quite 
different from that of the pure electron device operating in the 
way I have described above. 

In the audion, as in the Lieben-Reisz relay, the amplifying 
action appears to be largely dependent on gas ionisation, even 
when the device operates well below the point at which blue glow 
occurs. The action is probably somewhat as follows. There is 
normally present a small amount of gas ionisation, due to the 
passage of the electrons between cathode and anode. The 
presence of the positive ions partly neutralises the space charge 
which limits the current flowing between the electrodes. If a 
small positive potential is applied to the grid, the velocity of the 
electrons passing by it is somewhat increased, and they therefore 
produce more ions in the gas. Besides this, as the potential on 
the grid is increased, the number of electrons passing the grid 
is increased, and this again tends to increase the amount of 
ionization. A very sUght increase in the amount of ionization 
brought about in this way very greatly reduces the space charge, 
and tlierefore largely increases the current that can flow between 
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the electrodes. In this way, with a g;iven construction of grid, 
filament, and plate, the relaying action may be very greatly 
increased beyond that which would occur if no gas were present. 
The amount of gas ionisation which is necessary, in order to 
eliminate practically completely the effects of space charge, is 
often much too small to produce a visible glow in the gas. 

.If too much gas is present, or if the potential on the plate or 
the current flowing to the plate is too large, then the amount of 
positive ionization may reach such values as to neutralise almost 
entirely the space charge and thus allow a large current to flow. 
Under these conditions, the rela>ing action of the audion is lost. 
This is the case, for example, when the audion gives a blue glow. 
In the border \md between these two conditions, there is a region 
of instability in which the sensitiveness of the audion may be 
enormously great, but it is usually not found very practicable to 
operate the device in this region because of the difficulties in 
maintaining adjustment, for any lack of adjustment ma}' cause 
the audion to go over into a condition of blue glow. 

The audion is often used with a condcnsiT in scries with the 
grid. Tender those conchtions, the aiuhoii ictiuiros the j^rc-cnce 
of a certain amount of gas ionization so that the positive ions 
formed may jirevent tlie accumulation of too hirge a negative 
potential on the grid. W'lih the i)hotron, owing to tlie al)sence 
of positive ions, if it is desired to use a condenser in series witli the 
grid, tliis condenser must he shunted l)y a high resistance aiul 
often a source of j)otential must i)e ])hice<l in series with the high 
resistance, in order to supply positive electricity to the grid as 
rapidly as this tends to be taken up from the electrons given 
off by the filament. 

CONSTKrC'TlOX OK IM^IOTRONS 

In the construction of pliotrons, it has l)een found desirable 
to make the wires constituting the grid of as small cross-section 
as possible. Tn this way. even when a jiositive potential is applied 
to the grid, tlie current that flows to the grid may be made 
extremely small. The use of very fine wire is made possible by 
using a frame of glass, metal, or other suitable material, to 
support the grid. Thus, in Figures 5 and 0, the filament is 
mounted in the center of a frame made of glass rods, on which the 
fine grid wire is wound by means of a lathe. The grid may thus 
consist of tungsten wires of a diameter as small as 0.01 millimeter 
and these may be spaced as close as 100 turns per centimeter, 
or even more. 
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In Figures 5 and 6 are shown two types of pliotron. Figure 5 

shows a pliotron such as is used for amplifying radio signals 

in a recriving station. Figure 6 shows a lar^c ])liotron which 
may be used for controlling as much iis 1 kilowatt of energy for 
radio telephony. 




FiauBB 6 — Small Pliotron 



The characteristics of the pliotron depend upon the length 
of filament used, the distanco between filament and grid, spacing 
between the grid wires, iliann'ter of the grid wires, the distance 
between grid and jinode, and the size and shape of the anode. 
The important elements in the characteristics of a pliotron are: 




Figure 6 — Large Pliotron 
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first, the relation between the cunrent flowing between anode and. 
cathode as a function of the potential on the anode and of that 
on the grid; second, the current flowing to the grid, as a function 
of the potential of the grid and the potential of the anode. 




Figure 7 gives the characteristics of a small pliotron such as 
that shown in ngure 5. Curve A gives the current flowing to 
the anode for different grid potentials, while the potential of the 
anode is maintained constant at 220 volts. Curve G gives the 
current flowing to the grid under the same conditions. For 
different anode potentials, these curves are shifted vertically, 
by amounts proportional to the change in anode potential. In 
fact, it is found that these curves can be represented with fair 
approximation by a function of the form 

i«A(V. + kV,)J 

where i is the current tiuwing to the anode, \\ is the voltage on 
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the anode, V, the voltage on the grid, and k the constant which 
depends on the relative shapes and positions of the electrodes. 

Figure 8 gives similar characteristics for a large pliotron like 
that shown in Figure 6. In this case, the anode potential was 
8,500 volts. Since the grid is at a negative potential, no per- 
ceptible current flows in the grid circuit. 
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FiouBB Characteristics of Large PUotron 



By using a fine grid, the current to the anode can be stopped 
entirely by even a very slight negative potential on the grid. 
On the other hand, a rather low positive potential will then be 
sufficient to draw a large current to the anode. The amount 
of current taken by the grid would be only a very small fraction 
of that flowing to the anode, in case the diameter of the grid 
wires is small compared to the distance between them. On the 
other hand, with a coarse grid, that is, a grid in which the spacing 
is large, a rather large negative potential may be necessary, iu 
order to stop the current flowing to the anode. Similar results 
to those obtained by changing the spacing of the anode, may be 
obtained by changing the relative distances between the elec- 
trodes. The effects produced in this way may be expressed 
approximately by means of the constant k in the above equation; 
the effect of fine spacing thus being to increase the value of k. 
while coarse spacing decreases it. 
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By usiDg a fairly coarse grid, consisting of fine wire, it is 
possible to obtain a control of the current to the anode, always 
using a negative potential on the grid. Under these conditions, 
since there are no positive ions present, no current flows to the 
grid, except that necessary to charge it electrostatically to the 
required potential It thus becomes possible to control very 
large amounts of energy in the anode circuit, by means of 
extremely minute quantities of energ3»in the grid circuit. 

There does not seem to be any upper limit to the voltages 
that may be used in the pliotrons. 'Vl^th voltages over 30,000 
volts, it is often necessary to space the electrodes further apart 
and to use heavier wires for the grid, in order to reduce the danger 
of breakage of the parts by the large electrostatic forces which 
then occur. 

The current carrying capacity of the pliotron is limited only 
by the sise of cathodes that it is found convenient to use and by 
the voltage available. Large currents cannot be readily obtained 
with low voltages because of the space charge effect described 

previously. With voltages above 500 volts, however, it is found 
practicable to use currents of 300 or 400 milliamperes for a 

pliotron of the type shown in Figure 6. With high potentials, 

there is no difficulty in using currents as large as this, provided 
the energy is consumed in some device in series with the pliotron. 
On the other hand, if the full voltage is applied to the anode while 
the current is flowing to the anode, the energy lilx'rated in the 
form of heat may he so great as to volatilize the anode or cause 
it to radiate so much lieat that the glass parts of the apj)aratus 
are softened. In a pliotron with a o-inch (12.7 cm.) bulb the 
amount of energy that may he so consumed within the pliotron 
is aV^out 1 kilowatt. Still larger amounts of power may ])e dis- 
sipated if the hull) is immersed in oil and if the grid frame is made 
of quartz, or other heat resisting material. 

It is evident from the characteristics of (he ])liotron that 
any numli(T of these devices may be placed in j)araliel and that 
In this way, very large amounts of power may be controlled. 

PLIOTRONS IN A RADIO RECEIVING STATION 
PLIOTRON AS A DETECTOR 

If the antemia of a receiving set is coupled directly to the 
grid of a pliotron and a telephone receiver is placed in series with 
the anode, signals may be readily detected, but the results 
obtained in this way are usually very poor. Under these condi- 
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tions, the sensitiveness of the arrangement is proportional to the 
• curvature of the curve A, Figure 7 (or, more accurately, pro- 
portional to the second derivative of the anode current with 
respect to the grid potential). This curvature may be some- 
what increased by applying a negative potential to the grid, but 
even under these conditions the sensitiveness of the arrangement 
is usually not very high. 

If it is attempted to use a condenser in series with the grid 
and thus use the pliotron in the way that the audion is often 
used fas described, for example, by Armstrong, Electrical 
World." Dccemhcr 12, 1914; also this issue of the Phocked- 
iN(;s OF TiiK iNsriTi TK OK Radio 1Cn( 11 nkkhs) . it is loUllil 
necessary to shunt the condenser with the resistance and often 
to ])\;\vv a battery of a few volts in series with tlie resistance, in 
order to prevent a large negative charge from accumulating on 
the grid. 

It has been found, however, 1)V Mr. White, that a very minute 
trace of certain gases may very greatly increase the sensitiveness 
of this device as a detector. For e\arnj)l<-. l)y phicing within the 
bulb a small quantity of an amalgam of mercury and silver, the 
characteristics of the tube show a kink, as indicated in Figure 9. 
With a detector of this sort, if the grid j)otentia! is adjusted so 
that its average value is approximately that at which the kink 
occurs, there is a very marked increase in sensitiveness. This 
is due to the fact that under these conditions either an increase 
or a decrease in the grid potential causes a decrease in the anode 
current. The sensitiveness of this detector is then very high. 
The quantities of mercury vapor necessary to give this effect 
are so low that anode voltages of 200 volts or more may be used 
without any indication of glow discharge. 

PLIOTKON AS AMPLIFIER 

The value of a pliotron as an amplifier is dependent primarily 
on the slope of the curve between anode current and grid poten- 
tial; for example, curve A, Figure 7. A second factor of im- 
portance is the magnitude of the current taken by the grid. 
In order to get the greatest amplifying effect it is desirable to 
have this current as low as possible. In a pliotron of the type 
shown in Figure 5, the current to the anode increases at the 
rate of about 1 milliampere per volt cliangc in the grid potential. 

By using larger anode potentials, the slope of the curve can 
!)€ made very mucli greater, since it becomes jxjssible to use grids 
of finer mesh. For exam])lc, in F igure 8 it is seen that the slope 
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of the curve porresponds to about 1.9 milliampcres increase in 
anode current per volt change in grid potentials. 

It has been found that there is no sluggishness in the char- 
acteristics of the piiotron, even at the highest frequencies. 

By connecting the pliotron as an amplifier, as shown in 
Figure 10, the high frequency currents received from the grid 



400 



500 




Grid Fotent/a/ 



FiouRB 9 — Characteristirs of Detector rontftining a Trace of 

Mercury Vapor 



may be amplified from 100- to 600-fold. In this arrangement, 
it is the high frcquenc^y or radio frequency that is amplified, 
and not the audio frequency. This amplification of the radio 
frequency possesses the marked advantage that the detector 
circuit may be tuned to the same frequency as the amplifier 
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circuit, and in this way a very marked increase in selectivity is 
obtained. In fact, it has been shown ])y Mr. Alexanderson that 
the resonance curve of an outfit consisting of ampUfier and 
detector, both tuned to t)ie radio frequency as shown in Figure 10, 
may be obtained from the resonance curve for the detector ah)ne, 
by squaring the ordinates. For examph", if with a single detector, 
the signals from one station (A ) are received 100 times as strongly 
as those from another station {B), then, with the above arrange- 
ment with the amplifier, the signals from A will be received 
100 times more strongly, or 10,000 times as strong as those from 
station B. If two amplifiers be used in this way, the signals 
from station A could be obtained 1,000,000 (or 100*) times as 
strong as those from station B, 




FlOCniX 10— Arran^riiifnt of Two Pliotrons In Ciusoad^ Employiog 
" Tuning In Geometrical Progression " 



In practicei this arrangement has been found to give a 
wonderfuUy high degree of selectivity. 

Of course, a pliotron may also be used for amplifying the 
audio frequency, coupling the circuits together by means of an 
iron core transformer. A single pliotron, under these conditions, ' 
gives an amplification of current of several hundred-fold, when 
voltages of from 100 to 200 volts are used on the anode. 

PLIOTRON AS OSCILLATOR 

By placing inductance and capacity in the grid and phite 
circuits and coupling these two circuits together, it is possil)le 
to use the pUotrou us a source of continuous oscillations. Small 
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pliotrons of the type shown in Figure .') may produce oscillations 
of a power up to a few watts, and these may he used in a receiving 
station, according to the heterodyne principle, for receiving 
continuous oscillations. One pliotron may be used both for 
amplifying or detecting, and for producing oscillations. 

With the larger pliotrons, using voltages of a few thousand 
volts, up to a kilowatt of radio frequency osciUations may 
readily be produced by a single tube. 

USE OF THE PLIOTRON IN RADIO TELEPHONY 

By means of a single large pliotron, it has been lound possible 
to control about 2 kilowatts of energy in an antenna by means 
of the currents obtained from an ordinary telephone transmitter. 
There are many arrangements by which this may be accom- 
plished. For example, a 2 kilowatt Alexanderson alternator 
(100,000 cycles) may be loosely coupled to the antenna and the 
anode of the pliotron may be connected to a point on the antenna 
where the potential is normally high. So long as the potential 
on the grid of the pliotron is strongly negative, no current flows 
to the pliotron and therefore the full energy is radiated by the 
antenna. If, however, the negative potential on the grid is 
decreased, a sufficient current may be drawn from the antenna 
strongly to damp the oscillations and thus greatly to decrease 
the energy radiated. With sufficiently high potential on the 
grid, practically the whole of the energy may be diverted from 
the antenna. 

It is thus possible to control the output of the antenna by 
varying the negative potential on the grid of the })liotron. 
Since the grid is always negative, no current flows V)etween 
fihuiient and grid, and therefore practically no energy, is required 
to maintain the charge on the grid. In this way, therefore, hy 
connecting the secondary of a transformer between the grid 
and filament, and placing the primary of the transformer in 
series with a telephone transmitter, it is possible l)V means of the 
variations in the currents from the t(»lei)hone transmitter to 
obtain potentials on the grid of several hundred volts and thus 
to control the output of the antenna. 

Instead of using an arc or alternator as a source of radio 
frequency current, the pliotron may also be used as a generator 
of the oscillations. One pliotron may be used both for producing 
the oscillations and for controlUng the amplitude of the oscilla- 
tions, in accordance with the variation of pitch and amplitude of . 
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the sound waves acting; on the telephone transmitter. It is 
usually preferal)le. liowever, to use a large pliotron for producing 
the oscillations, and to connect a small pliotron in the grid 
circuit of the large pliotron for controlling the output of the 
latter. 

With the above arrangement an extremely simple and 
efficient radio telephone outfit can be made. Since the pliotron 
for producing oscillations requires comparatively high direct 
current voltages, it has been found convenient to combine the 
pliotron oscillator with a kenotron rectifier. Two types of 
apparatus of this type have been in use a considerable time, and 
it will be of interest to (h scribe these in some detail* 

In the first outfit, which is a small outfit having a capacity ■ 
of about 20 watts in the antenna, the source of power is the 
local city supply, which is 1 18 volts, 60 cycle alternating current. 
This is connected with the primary of a small transformer, having 
two secondary windings. One of the secondaries is designed to 
give about 5 volts and furnishes the current used for heating the 
filaments of the kenotrons and pliotrons. The other secondary 
of the transformer is wound to furnish a potential of about 800 
volts. This ia rectified by means of a kenotron and serves to 
charge a condenser of about 6 microfarads. In this way a 
source of high voltage, direct current is obtained in a very simple 
manner. The plate of the pliotron oscillator is then connected 
to one of the terminals of the condenser, while the filament is 
connected to the other. The plate of the second pliotron is con- 
nected to the grid of the first, while the grid of the second is 
coupled by means of a second small transformer to the micro- 
phone circuit. With this small outfit, both pliotrons may be 
relatively small, and in order to obtain an energy of about 20 
watts in the antenna, it is found that the current drawn from the 
condenser is so small that the potential supplied by it does not 
vary sufficiently to be audible in the signals sent out by this 
outfit. The different parts of this apparatus may be made very 
compact and no adjustments are found necessary in operating 
the system unless it is desired to change the wave length. In 
this case, it is only necessary to change the inductance or capacity. 

In the second outfit, which is suitable for use up to 500 watts 
or more, the high voltage durect current is obtained from a small, 
2,000 cycle generator. The current from this is transformed up 
to about 5,000 volte, rectified by kenotrons, and smoothed out 
by means of condensers. By the use of 2,000 cycle alternating 
current instead of 60 cycle, it is possible to store up large quan- 
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titles of energy and thus obtain as much as a kilowatt or more of 
power in the form of direct current with condensers of moderate 
size. This high voltage direct current is then used, as hefore, to 
operate a i)liotron oscillator, the output of which is controlled 
by means of a small pliotron connected to the telephone trans- 
mitter. 

By means of this system of control the amount of energy in 
the telephone transmitter circuit need l)e no larger than tliat 
commonly used in standard telephone circuits. It has thus heen 
found possil)le to connect up this radio telephone outfit with the 
regular telephone lines so that conversation may be carried on 
between two people, both of wliom are connected with the radio 
stations by means of the regular land lines. It has also been 
found possible to communicate both ways over these iine^. 

SUMMARY: The thermionic current produced by the emission of free nega- 
tive electrons from the surface of heated metals is described in deteiL Its 
theoretical magnitude is calculated for certain definite cases. The limita- 
tion of thermionic currents by space charges around the cathode (in high 
vacua) is explained. In reviewing the bibliography of the subject, it is 
shown that the preponderance of opinion before the most recent and careful 
experiments was to the effect the thermionic currents could not be obtained 
in a pure vacuum. The incorrectness of this conclusion is experimentally 
proven. The degree of cleanliness of the electrodes and the completeness 
of exhaustion required to produce these thermionic currents in regular 
fashion is unusuaL With true thermionic currents* the cathode does not 
disintegrate, and there is no blue glow in the path of the cathode rays even 
at the highest voltages. An X-ray tube using thermionic currents is 
described. A rectifier for high voltage alternating current ("kenotron**) is 
considered, its operating characteristics being given. By inserting a third 
fine wire grid electrode in a kenotron, an amplifying device ('*pliotron") 
is obtained. Its theory, construction and characteristics are given. Its use 
in radio receiving stations as a detector or amplifier is described. The 
"exponential" method of tuning, invoMng the use of radio trequency plio- 
tron amplifiers in cascade, is shown to have given remarkable sdectivity. 
The pliotron may also be used as a powerful generator of radio frequency 
energy; or for the modulation or control of such enei^y. A 20-watt radio 
telephone transmitter, and a 500-watt radio telephone outfit are each described 
in detaO. 
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DISCUSSION 



Alfred N. Goldsmith: The material presenter! by Dr. 
Langmuir to tlie Institute of Radio Engineers eonstitutes one 
of tlie important contrihutions to the knowledge of thermionic 
phenomena in liigli vacua which have been worked out in the 
Schenectady laboratory. It may l)e that certain factd presented 
in the earlier papers will be of interest. 

In a paper by Coolidg^ (Phys, Rev., December, 1913, page 
409) the usual defects of X-ray tubes are given. They apply, 
in general, to tubes in which cathode rays pass. They are a 
gradual increase in the vacuum as the tube is operated, rapid 
and erratic changes in the pressure, heating of the electrodes 
with consequent evolution of gas, deposition of the electrode 
metal on the tube, the difficulty of obtaining satisfactory pressure 
regulators, and the dissimilar characteristics of two apparently 
identical tubes. If, however, the tube be exhausted to a pressure 
less than 0.000,03 millimeter (and certain other conditions are 
fulfilled), the above defects can be eliminated. Coolidge used 
for the cathode a spiral of thin tungsten wire electrically welded 
to molyi)denum supports. The molybdenum was seahnl in the 
tube using a special glass having the same coefficient of ex|)ansion. 
The renuiinder of tlie tube was of a Cierman ghiss. Tlie tungsten 
filament was heated l)y a storage l)attery, well insulated from 
the ground. Before exhausting the tube, the electrodes were 
fired in a tungsten vacuum furnace. This latter was a tmigsten 
tulx' 1 inch (2.5 cm.) inside diameter and 12 inches (30 cm.) 
long. This was placed in a water cooled metal cylintler and 
exhausted to a few thousandths of a millimeter pressure. The 
tungsten tube was then connected to a 100 kilowatt transformer. 
For exhausting the tube, a Gaede molecular pump was used, 
connected to the tube thru a short large piece of tubing. During 
exhaustion, the tube was heated to about 470° C. At the same 
time, heavy high voltage di.scharges were passed thru the tube. 
This procedure was continued for several days. A liquid air 
trap was used between the Gnede pump and the tube to condense 
vapors. In the last stages of the exhaustion, very heavy dis- 
charge currents were passed thru the tube which was air cooled 
by the use of a fan. 

Inasmuch as sufficiently low pressures to obtain the eifects 

Dr. Langmuir describes can hardly be obtained without the use 
of a molecular pump, a brief description of this latter is not out 
of place. This pump is not of the piston type (which cannot 
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pump out vapors) but depends on gas friction. In tho figure, 
the rotating disc is shown. As a consequence of iU rotation, 
the difference of pressures on the two sides will be constant; 
that is, Pi — Pi = constant. The constant is proportional to 
the speed of rotation of the disc and the internal friction of the 
gas. This latter has been shown to be constant at all pressures 
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by Maxwell (theoretically). It will be seen that starting at a 
small pressure, it is theoretically possible to roach an absolute 
zero of pressure. Actually this cannot l)c realized since at very 
low pressures not (pi — pa) but Pi -^ P2 is a constant. It is 
obvious that an auxiliary pump must he used to begin with. 
In practice, the peripheral velocity of the disc is high, namely 
not far from the molecular velocitv. The disc rotates at 8.000 
to 12,000 R. P. M. With pumps of this type, a 0 liter container 
can !)(' exhausted to a pressure of 0.000,002 millimeter in 4 
minutes. 

Dr. Lanp:muir has worked out an ingenious pressure gauge 
for very low pressures based on similar principles. (Phys. Kev., 
April, 1913, page 337, also S. Dushman. Phys. Rev., March, 
19 lo, page 212.) Inside the gauge is placed a thin aluminum 
disc attacluMl to a steel or tungsten shaft and carrying a magnetic 
needle, shown in Figures 2 and 3 (from the "Physical Revit^w"). 
Outside the tulx'. hut in t he ))lane of t lie needle, isadramine ring 
which is supplied with current cyclically at six points by means 
of a motor-driven commutator. The aluminum disc is tbere- 
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foro caused to rotate r;i{)i(Uy. Above it is suspended a very thin 
mica disc, hanging on a quartz fiber which carries a small mirror. 
The gas drag resulting from the rotation of the lower disc twists 
the upper disc thru an angle which is proportional to the pres- 
sure of the gas, the number of R. P. M. of the lower disc, and 
the square root of the molecular weight of the gas. It is, how- 




ever, practically inflependent of the distance between th(» discs. 
This ^auge is of use at pressures below O.Ul millimeter. Its 
sensitiveness is higli. A light beam reflected from the mirror 
moves 1 millimeter on a scale 60 centimeters (2 feet) away, 
when the lower disc rotates at 10,000 K. P. M. and the pressure 
is 0.000,000,25 nullimcters 

In another paper Dr. Langmuir (Phys. Rev., December, 
1913, page 450) draws certain important conclusions as to the 
methods and degree of exhaustion of tubes which are to show pure 
and reproducible thermionic currents. They are, 

1. An extremely high vacuum is necessary: less than 0.000,1 
millimeter. No oxygen, water vapor, carbon dioxide or hydro- 
carbons may be present. During exhaustion all glass parts must 
be immersed in liquid air, or be heated to 360^ C, for an hour 
or more. 
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2. Large anodes are to be avoiiled. The anode should l)e 
heatt'd to 2.()()()° (\ or more in vacuo, or else a heavy high voltage 
discharge should be passed to it during exhaustion. In passing 
this diseharge, the pressure should be so low that no glow is 
seen (except possil)ly when inert gases only are present). The 
eleetrodes are preferably tungsten which has been heated to 
2,500° for 10 minutes in the apparatus. 

3. By properly placing the electrodes, the space charge 
(which limits the thermionic currents) may be kept small. 
If a cylindrical anode is used, it should be charged to several 
thousand volts and the filament temperature nused until the 
thermionic current is 50 to 200 milliamperes. 

Dr. Saul Dushman has also given some valuable data in 
relation to the construction of such tubes (Phys. Rev., August, 
1914). In his work, tubes with molybdenum anodes were 
used. Platinum leading-in wires were employed. From the 
vacuum tube, a large bore glass tube ran to the liquid air trap, 
and thence to the Gaede molecular pump, which latter was 
connected to a ''box" pump connected to a 1 centimeter "rough" 
vacuum line. A McLeod gauge wiis placed between the molecular 
and box pumps. There was also an outlet whereby air dried 
by passage over phosphorus pentoxid could be admitted to 
the a pparatus. During the exhaustion, an electric oven kept the 
tube at a temperature of 350 degrees. It was at a temperature 
of more than 300 degrees for at least an hour. The vacuum 
was certainly less than 0.000,000,2 millimeter. The electrodes 
were freed from occluded gases and volatile oxids by applying 
an alternating electromotive force of from 1,000 to 5,000 volts, 
the thermionic current being 50 to 200 milliamfx'res. The 
temjx rat lire of the anode was 1,()()()° ( '. or more. The l)lue glow 
gradually disappeared, and tlie thermionic currents increased. 
When the anode was hnally l)rought to a white heat, the high 
voltage discharge was stopped. The leiiiperature of the tungsten 
cathode was calculated from the following formula, where T is 
the temperature (in degrees Kelvin), and H is the intrinsic 
brilliancy of th(> filament in iuternatiouai candies per square 
centimeter of projected area: 

__lU2;i()_ 
" 7.029 -log„H 

In a recent article CVeneral Electric Renew*\ March, 1915), 
Dr. Dushman gives the details of the design of the kenotron. 
In particular, the important questions of proportioning the 
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electrodes to the current-carrying capacity, of keeping the 
internal loss in the kenotron low, and of preventing excessive 
electrostatic strain on the electrodes are considered. 

Passing to the question of the advantage of the kenotron 
over the mercury arc rectifier in that several of the former may 
be safely operated in parallel, the criterion for such stable 
operation is easily expressed. If i is the current passing thru a 
kenotron, a small change in terminal voltage e must cause a 
change of the same sign in i. 

That is, ^ > 0. 

de 

But for the kenotron, it has l)cen shown that 

i = ke^/2 
where k is a constant. Therefore, 

de 2 

Also, it can be similarly shown that if two or more kcnotrons 
are operated in parallel, a small change in terminal voltage of 
all of them will produce changes of current in each of them 
proportional only to the corresponding constant k of each 
kenotron. 

By reference to Figure 7 of the paper, it will be seen that 
the amplification produced by the small pliotron even when the 
grid b at a positive potential is considerable. Thus a change 
of grid potential from + 2 to + 4 volts causes in a change of 
power in the grid circuit of 1.46(10) watts, but as a result 
there is a change of power of 1.4(10) " ^ watts in the plate circuit. 
The amplification is therefore ^roughly 1,000. At lower grid 
potentials, and especially at negative grid potentials, this must 
be enormously increased; and especially at lower frequencies. 

Lee de Forest: Naturally Dr. Iiangmuir's paper is to me 
one of the most interesting ever presented before the Institute. 
It is a tribute to the exhaustive thoroness and scientific care 
with which such a resourceful corporation as the General Electric 
Company can attack any problem in whiich it may become 
interested. 

Philologists, fully as much as physicists or radio engineers, 
are indebted to Drs. Langmuir and Dushman for coining two 
fresh new words to add to our modem Greek mythology, along 
with such contributions as "Cymoscope," "Cymometer," etc. 

That the two devices thus designated possess a novelty 
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of nomenclature no one can deny. As to just wherein the 
"Kenotron" differs in principle from the Edison-Wehnelt- 
Fleming "vacuum valves," or the "PUotron" from the audion 
amplifier and oscillating audion is a somewhat more debatable 
question. 

It is certainly not self-evident that when a lar^e audion b 
exhausted to a higher degree of vacuum than heretofore, so 
that conductivity by means of gas carriers enters less and that 
by thermions enters more into phenomena otherwise identical, 
long ago discovered, and thoroly characteristic — ^it becomes 
(except by an ingenious name) a new device. 

Increased utility naturally follows upon enlarged dimensions, 
increased life, and ability to transform larger amounts of power. 

I believe, however, that Dr. Langmuir has, by working into 
these extremely high vacua and the high potentials neces- 
sitated thereby, pursued the less promising of two paths of 
research. 

It is well to remember in this connection that to-day arc 
generators developing 75 kilowatts of radio energy are in opera- 
tion on voltages of less than 1,000 volts. 

An arrangement for controlling the amplitudes of radiated 
waves by means of an audion side-path to earth, the latter in 
turn controlled by a microphone, was used by myself as early 
as 1909. It was foimd that, with the amount of power I was 
then experimenting with, the complication of circuits and neces-. 
sary additional apparatus involved, rendered this method less 
advantageous than the simple microphone-in-earth4ead 'con- 
nection. 

Where however large powers are to be voice-controlled an 
arrangement operating on this principle offers certain important 
advantages. 

Sewall Cabot: I should like to ask Dr. Langmuir to ^ive 
us some idea as to the constancy of adjustment in using the 
pliotron as a receiver. In using the audion we have had much 
trouble in obtaining and holding the voltage at the anode at its 
proper value and in keeping the tcmjioraturo of the filament 
st ead y. The pliotron, having no gas in it , and using higher poten- 
tials would seem to be a more constant device. 

Irving Langmuir: Tlie mu>t advantajicous feature of the 
pliotron seems to he its coiistaiiev. l^veii the form using a slipht 
amount of mercury vapor is extremely constant in action. 
The anode voltage may be increased from 70 volts to more 
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than 200 or 300, and as the voltage is increased, the sensitive-* 
ness of the device gradually rises. We have had no difficulty 
whatever in receiving signals using the regular city supply line 
to supply the plate or anode voltage. This cannot be done 
with the audion which is too sensitive to slight changes in the 
voltage of that circuit. The slight fluctuations which occur 
in the voltage of the city supply line cause, however, no effect 
at all in tin- pliotron. 

In order to get the greatest sensitiveness in the use of this 
detector, the potential of the grid is so adjusted that we work 
on the flat part of the current-voltage rurve, thus rendering it 
p<)ssihl(^ greatly to increase the current l)y a slight rhange in the 
grid voltage. In fact, the pliotron is always used by us in such 
a way that most of the electrons emitted from the filament 
return to the filament when no signals are coming in. 



ion 



A DERIVATION OF THE BJERKNES LOGARITHMIC 

DECKEMENT FORMULA 



By 

Louis Cohen 

It is the purpose of this paper to present a new derivation 
of the well-known Bjerknes logarithmic decrement formula. 
The author believes that the method and the mathematical 
treatment of the problem as given here is simpler and easier to 
follow than the original work of Bjerknes; and it may therefore 
be of interest to radio engineers. 

The Bjerknes method consists essentially in coupling loosely 
an oscillatory circuit, which includes also a thermo-indicating in- 
strument, to the exciting circuit, and noting the readings on the 
instrument in the oscillatory circuit when that curcuit is exactly 
in resonance with the exciting circuit, and when it is slightly 
off resonance. The arrangement of circuits is shown schematic- 




ally in the accompanying diagram; we denote the exciting cir- 
cuit by (I) and the resonance circuit by (II). If the coupling 
is very weak, the current induced in circuit (II) is small, and its 
inductive reaction on circuit (I) is negligible. In that case we 
may consider that curuit (I) acts merely as a source of e. m. f. 
for circuit (II) thru the mutual inductance between them. The 
e.m.f. induced In circuit (II) is of the same frequency and the 
same damping as the current in circuit (I), and we have then 

295 

L kju,^ jd by Google 



the following differential equation for the e.m.f.'s acting in cir- 
cuit (II):* 

L/i^ + iUI + ^^Jltdt-Eeti-*-->' (1) 

where ^ VlTt/ ' 2L/ 

the frequency constant and damping factor of circuit (I). 

The e. m. f. acting on circuit (II) geiicratcs a current in it of 
the same frequency and the same damping as that of the e. m. f. 
In addition to this, however, we also have a transient current in 
circuit (II), which is due to the fact that an inductive circuit 
does not respond instantly to the impressed e. m. f. ; it requires 
a certain time interval before the permanent condition is estab- 
lished. Since, however, in this case the e. m. f. acting on cir- 
cuit (II) is itself intermittent, when a spark discharge b used, 
for instance, in circuit (I), the permanent condition is never 
reached. The transient current comes into play every time 
the e. m. f. begins to act on circuit (II), which means at every 
spark discharge in circuit (I). The transient current in circuit 
(II) is also of a damped oscillatory character. 

We have then for the total current in circuit (II), 

I - Ii + I2, (2) 

where Ii may l>e considered as the forced current, and I2 the 
transient or free oscillatory current. 

Since Ii is of the same frequency and tlie same damping as 
the impressed e. m. f., we have 

la «<J»i--'H ^n^i 

11^ = (j ^0, - «0 I„ fl.d t « .-J— Ii. 
dt^ J — oi 

*(Ka(lioengineers are reminded o f deM oivre's theorem; namely 
si* — cos + j sin /y, where j = \/ — 1. As a matter of sym- 
bolic notation, and for ease of inathcmatical manipulation. - '^ is 
carried thru all calculations, the understanding being that only 
its real part, cos ^ shall be retained in the final results. 

Keniemberiiig this convention, the right hand member of 
equation (1) becomes 

jjwitg -«it = -a,t (eosfuit 4- j sin Wit). 

Passing to the real part, this stands for 

Ec "•>*cos«it. 

This is merely the mathematical expression for the statement 
directly preceding equation (1) in the text. — Editor.) 
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Equation (l) may therefore be written in tlie following form: 

{l, a «^ - «.) + K« + , } I, = Et 

t ^ (J '01 — f^Oj . 

J ^ _ _ , 

C (j «, - «,) 

R 1 
Putting a, = * , and o»t^ + «t* — 7—7^ » and rearranging, equa- 
2 Lj Jut Ui 

tion (3) takes the form 

* Li{<«»i»-«i* + (ai-ai)* + 2i«,i(ai-ai)]' ^ 

The potential across the condenser due to charging current 
Ii is, 

1 r Ej<j«»i-*j)t 

V. = I,d t = ^, ^ 2 . (5) 

Taking only the real parts of Ii and Vi we have* 

1, = K V «<,2 + o,»»— ' cos (w.t + <l> + -^), (6) 

V,-^£— '8in(».t + *), (7) 



where K = 



tan9 = — — o / ~' 
tany . 



•(8) 



For the transient terms Is and Vt, it is only necessary to con- 
sider the character of the free current in a circuit of inductance 
Lt» capacity Cs, and resistance Bt. The solution of the problem 

* (It is to be noted that the reoZ part of — \ obtained by 

-A. ~p 1 J 

multiplying numerator and deuumiiiator by the conjugate im- 
aginary, X - Y j, and simplifying, is ^ 

Q 

The modulus, or phase angle of P + Q j h S where t a n » 

B X A. Y 

For the fraction above, it is t&nO ^ t-^. U ^ — Editob.) 

AX + B 1 
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18 well known; we shall therefore give here the final equations 
only, we have 

I, . Di«"*''co8w,t - D*« ""^sinrtftt, (9) 
V, = «" - cos K t - 7) - D2 sin t - 7)]» (10) 

tanY» — 
at 

The constants Di and D2 are to be determined from the 
initial conditions of the problem. 

We shall consider now separately the two cases: first when 
the electrical constants of circuit (II) are adjusted for resonance 
to cu-cuit (I), and second when slightly out of resonance. 

Resonance condition, = <*»i. 

The total current in circuit (II) is 

Ir = I, H- I, = K,e-'' cos {<o, t + ♦ + -h 

€"**'(DiC08W|t - DtsinA»it), 



V-2 



as 1^£~"« 

*"* \ - D»sin («», t - 7). 



(11) 



J. E 



(12) 



U (oi - «i) ^(ai + 4 m*, 

^ E 

2 Lt wi {an — ai) 

In the above and subsequent equations a' is neglected in 
unity. 

The angle ^ is very small, and for the resonance condition 
the angle ^ is also very small, hence we may put '^ = 0=0. 

Also since — is a large quantity, 7 = 90^ approximately. 

Equations (II) reduce then to the following: 
I, - K,wie-*>»cos«it + «"**'(T)iC0SWit- I>isinwit) | 



V, = £ - bin t + sin <o, t -|- D, cos t| j 



(13) 
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To determine the constants Di and Ds, we note that for 
t s 0, 1 » 0 and V « 0. We have then, 

Kr 4- Di - 0, 

Dt«0, 

and I, = Kr<'^iC0ij<'^it - s""*^. (1^) 

The integrated effect of the square of the current for a com- 
plete train of oscillations is, 

J,* = jfvd t « V^j^jfcos^oit (e--»' - €-*«0*dt. (15) 

The above integral b well known (see Peirce's ''Table of 
Integrals"), and we get 

4 ai OI (oi + as) 

Non-resonance condition. 

In this case tan ^ is very large and ^ » 90** approximately. 
The total current in the circuit and the potential across the 
condenser are given by the following expressions: 

Da sin 1) 

V = Vi + V, = ^ £ - ^ cos to, t + c - ^^/^ { Di sin 1 + 

Dscos^tfttf . 

where the value of K is given by (8). 

For t = 0, we have 1 = 0 and V = O, hence 

_ Di = O, 

Therefore 

Substituting; above value of D2 in (17) we get, 

I = - KtOiS'^'^sintOit + Ka*,€-"*'sin«*it. (19) 
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The integrated effect of the square of the current is, 

J2 = 1 'Pdt = K- j Jwts-^^'^sinwjt- W|S--''sin<oit;-dt. 
^ . J- ( 20) 

The alove integi al ( an be separated into three parts. We have 



X 



s~2"*^.in^'/stdt « ^ 

r'«~****ni.*'"iti:t- = ' 

Jo 4 ai (ar* + 4 «i 

J^" g - («i + .t) t ^ gj ^ ^ 

= ^ ; cos - o>.,) t - cos + Wj) t } dt 

+ (w, - Wi) sin {(Oi - (0^) tji" +««)»^/ 
1 «t + «t 

Similarly 

if'*- cos (<«. + <«0 1 dt = 5 1+ , 

Combining the results from the above integrals, we get ' 

j2 ^ p ^ f _,_ "'2* _ "'1 ^''a («' + ''2) 

0»x (»2 (//| f ) V 

The last term in the above equation is negligibly small in 
comparison with the other terms, hence 

Since the difTproncc in the values of ">i and is small, 
we may write ^i^^ «, 4- o^t^a^ = c»,2 a^) and 

and in using the huul furmula \vc must bear in mind the approxi- 
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mation thus introduced; that is, to obtain accurate results,* the 
difference in the values of an and wi must be made small. 

With this approximation, formula (22) simplifies to the fol- 
lowing: 



}• (23) 



Introducing the value of from (8), we get 

4 w «i 1 (''i -I- «2j- + (<»i ; ; 1 ("-2 - )'- + - o),- )- 

+ 4 - 'x,)*^ [ (24) 

The second factor in the denominator can be put in the fol- 
lowing form: 

Neglecting the term («2 — and introducing the Fame 
approximation used before, the above reduces to, 

Substituting this in (24), \\v get 

ji^ EH«. + «.) , .25) 

16 W a, «,;(«,+«,)»+ (w, - «,)M 

For resonance comlition we iiave by eombiiiing (IGj and (12), 

J,'-,,.,, , (2«) 



From (25) and (26) we get by division, 



(27) 



ana '^^^•'=^:t- 

J'' («i -h 



Hence 



«i + «* = (wi - '^'Ox'j ./^ j2- (29) 

If oi and «2 are tlie logarithmic decrements per s«'mi-period 
of circuits (I) and (11) respectively, then = 2ni«i and 
= 2n»''.. Introducing these values in (29), and assuming 
that the frequencies are nearly the same, equation (29) becomes, 
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which is the well known logarithmic decrement formula given 
in all text books on radio engineering. 



SUMMARY: The Bjerknes method of determining the logarithmic decre- 
ment of a circuit consists in coupling loosely to it an oscillatory circuit 
containing a thermo indicator; the latter circuit havings k no w n constants. 
From the resonance curve obtained by detuning the latter circuit, the 
logarithmic decrement of the unknown circuit is calculable by formula (30) 
above. 

The current in the resonant circuit is the sum of two component cur- 
rents; one forced (and of the same decrement and frequency as the exciting 
current) and one a transient or free oscillatory current. Using tht con« 
venient mathematical method of imaginary symbolic operators, the difler- 
ential equation of the excited current is set up and solved for the resonance 
condition and for non«resonant conditions. The integrated effect ol the 
square of the current is obtained for each case. Proceeding on the assump- 
tion that the detuning of the circuits is not large, the USUal formula for Ob- 
taining the logarithmic decrement is derived. 
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It is witii deep regret that the Institute of 
Radio Engineers announces the death of 

Mt. If. (E. aiaglor 

He was the radio operator on board the steam- 
ship "Marowijne," which foundered with all on 
board during a hurricane on the Caribbean Sea 
on August 14, 1915. Mr. Taylor, who was an 
Associate Member of the Institute, was in the 
employ of the Tropical Radio Telegraph Com- 
pany at the time of his death. 
The heroic steadfastness required by the radio 
operator in stress and storm is shown by this 
catastrophe. 



THE TRAINING OF THE RADIO OPERATOR* 

By 

M. E. Packman 

In contra-distinction to the advance that has been made by 
the scientific and commercial development of radio telegraphy, 
the operator problem stands much as it did in the earUest days. 
While radio equipment has undergone many improvements, 
traffic departments have accomplished much in the organisa^ 
tion and collection of business, and the number of equipments 
has greatly increased, little has been done to increase the ef- 
ficiency of the operating staff. In former days the only question 
asked of a nuui applying for a position as wireless operator was*, 
"Are you an operator?" Since the advent of the Governmeort 
License it has been changed to "Have you a license?" An 
affirmative answer was and is, in the majority of cases, all thai 
is required to secure the applicant his position. In some cases, 
this was necessary; and it will undoubtedly continue to be so 
inasmuch as it is not always possible to obtain a competent 
man at the particular moment that an operator is needed. It 
seems, however, that if the (jiiestion of the training; and selection 
of o{)erators for radio service were handled in a manner more in 
accord with that followt-d by railroads, the (l<'|)l()rable condition 
that exists in some laixl antl sliif) stations would be greatly 
improved. As all persons acquainted with tlie commercial 
development of radio communication in this country well know, 
a very chaotic state of atTairs existe*! prior to the time that the 
Dej)artment of Commerce placed certain restrictions on radio 
equipment, operators, and methods of operating. After the 
matter of wave length restrictions has been more nearly adjusted 
to meet present conditions, I thinlc it will be possible to say that 
as a whole conditions have been much improved. 

As far as the operators are concerned, the Government 
examinations have weeded out many undesiral)le men from the 
service and consequently have raised the standard a little higher, 
but it must be borne in mind that the Department of Com- 

* Presented before The Institute of Radio Engineers, New York, October 
6th, 1915. 
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merce looks at the efficiency of the operator from a di£fereiit 
point of view than should the commercial company if it is seeking 
the most suitable men. The requirements of the department 
are only a part of what good commercial service demands, tho 
in many cases a first grade license is all that is required or asked 
for. 

As one man of my acquaintancCi who employs a great many 
operators every year has stated in referring to the operators on 
his ships, ''Some of these men cannot send, some of them cannot 
receive, some of them cannot adjust a detector, and some of 
them cannot tunc." Such men as he refers to. that do little 
else than ride hack and forth on the sliips. arc coninion in the 
radio service rvcrywiKTc; and the excuse is made tliat it is 
cUfficuh to find men who arc good teU'graj)hcrs and at the same 
time are capable of handUnR a radio set to the ^;reatest ad- 
vantajce. This condition is the natural result of attempting; to 
get efficiency out of men who have had no telegraphic experience 
or who have had no training in the use of commercial radio 
apparatus. 1 have known men whose highest aim in life was to 
he so exjjcrt a telegrapher that they could sit down and work 
any telegraph circuit at which they might be placed. On the 
other hand, there are radio operators who are interested only in 
the handling of the instruments; and again there are men who 
have no particular interest in any phase of the business, other 
than its outside attractions. Obviously none of these classes 
of men completely fill the requirements of a "good" operator, 
but this list includes practically all the available men, with 
few exceptions, who have not been specially trained. 

A question then arises: what are the qualifications of a 
"good" operator. In the first place, he should be capable of 
transmitting signals clearly, accurately, and rapidly in either 
American Morse or Continental Morse. He should understand 
that any communication not only has to be sent but also to be 
received; and realizing this, he will space his characters and 
words so that they will be easily understood by the receiving 
operator. He should know when to repeat and when it is unneces- 
sary, when to send slowly and when he may send faster. In 
receiving, he should be able to read almost any kind of sending, 
and to make a neat copy with either pen or typewriter regardless 
of whetluT he has inlcrfcn iuc to contend with or not. If he is 
caj)al)h^ of getting tlie most out of his instruments he nnist 
tlioroly nndrTstantl tlie principles which underlie their de>ign. 
This knowledge must be so perfect and of so practical a nature 
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that he will know instantly what is needed in case of emergency 
or disaster. He must have a comprehensive knowledge of 
telegraphic tariffSf traffic, methods of routing, the location of 
various radio and telegraphic stations, etc., so that he can 
quickly determine in what way a message can be handled with 
the greatest dispatch and least expense. This will not only be 
an aid to him in procuring business but it will be of benefit to 
the general public with whom he deals. He must be ready and 
willing to perform the functions of his office at all times; and 
in every case he must be a gentleman. 

Some of the qualifications enumerated involve inborn personal 
characteristics that are apart from any training that a school 
can give. Experience has shown that one phase of the work 
will appeal more strongly to one man than another and that it 
is seldom the case that a man of his own initiative becomes 
proficient in all the things essential to his work. I think it can 
be said, however, that given a man with average intelligence, 
willingness, and six montliH training in a well organized school; 
a proficient radio operator can be developed. 

Tlu' object of this paper is briefly to outline the course in 
**Kadio Tele^i;rai)h\ as f^ivcn at Dodge's Institute of Telegraphy 
at Valparaiso in Indiana, and to show sonic of the methods that 
arc used in an effort to meet the rc(|uircnicnts of a comprehensive 
training for radio operators or other i)ers()ns interested in the 
art of radio communication. More than one-third of tlie students 
entering the school are enrolled in the Radio l)cj)artment, and 
of this number about two-thirds also take the work in the Morse 
Department, thus familiarizing themselves with both codes. 
Aside from the special work in cacli of thc-NC departments all 
students are required to take n half hour's work in penmanship, 
under a competent instructor, each day. To anyone familiar 
with telegraphic work, the importance of this is apparent. The 
school is also equipped with a large number of typewriters so 
that the student may become j)roticicnt in copying directly from 
the circuits by this means. The greater portion of the students 
completing the course in Radio Telegra|)hy enter the service 
of the Marconi Wireless Telegraph Company with which com- 
pany we have a working arrangement. Others of these students 
enter other commercial or government service. 

As might be expected in an institution of this kind the 
student body is made up of all ela.sses. The students are of all 
ages, and they come from all parts of the United States; nuiny 
of them come even from foreign countries. Some of those who 
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enroll in the Radio Department^ especially, are college graduates; 
many are high school graduates, while some of them have very 
meagre education. Altho we have no regular entrance require- 
ments, as far as education is concerned, it is frequently the case 
that we are compelled to refuse the applicant because of his lack 
of elementary education. The average student is between 
eighteen and twenty years of age and has had two years of high 
school training. This is, of course, a desirable qualification, and 
I have found that those students who have had amateur ex- 
perience together with the high school work are the most apt in 
mastering the radio work. This is due, of course, to their great 
interest in the radio field. Another class of men that invariably 
develop into excellent radio operators is drawn from the com- 
mercial and railroad fields. There is also a great variance in the 
ulterior motives of the different students. The majority of them, 
of course, expect to prepare themselves for service as com- 
mercial radio operators. However, we have many special stu- 
dents with entirely different objects in view. Among these 
are men from the armies and navies of foreign countries as well 
a.s some from the United States government service. We have 
other students who are interestetl in the subject from a scientific 
standpoint only, some who expect to teach the subject in other 
schools and collet's, and so on. 

In arraiifiinj; a course tliat will meet these varied conditions, 
numerous points hail to be considered. In the first place, it is 
impossil>le in most cases for the student to remain in school for 
a period exceedinp six months. Tliis means that all the work 
relatinji to the subject must be covered within this time at most. 
In the second pincc, owin^; to the lack of preparatory training 
in electrical sciciuc. it is neci'ssarv U) begin with the very prin- 
ciples of electricity; and considering the extent of such elec- 
trical knowli (lu;(> that an ojicrator should have, and the complexity 
of some electrical ideas, it rcijuires a very careful selection of the 
subject matter in order that the c()urse be made as comprehensive 
as jiossible. Many of the theories which underlie the working 
of radio apparatus, involve the |)rinciples of alternating currents, 
a subject which is usually taken up in the third or fourth year 
in engineering courses; and altho simple to an electrical engineer 
is very complex iun\ difficult of explanation to a studetit who has 
no foundation for such work. Nevertheless, these ideas have 
to be covered in order that the student is eventually able to 
reason out many of the problems and questions that may present 
themselves sooner or later. In our work the students are not 
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shown lists of questions, the answers to which can be memorized, 
and their examinations are the result of actual knowledge of 
radio apparatus, its uses, merits, and failings. This, it appears, 
is the only possible manner in which a "good" operator can be 
trained so far as theory and manipulation of apparatus are 
concerned.* 

In general, the theory, afljustment and operation of radio 
efjiiipment is given in a series of leetures associuteti witii labo- 
ratory work, which oecupies three hours eaeh forenoon, five 
days per week. The beginning elass is held l)etween 11 and 12, 
an interrnetUate chiss between 9 and 10, and the advanced elass 
between 8 and 9. The hour between 10 and 11 is devoted to 
eode practiee. Other code classes are held from 1.30 to 3 P. M., 
4 to 5 P. M., and 7 to 8 P. M. The penmanship cla.ss is held 
ix'tween 3.30 and 4 P. M. During the summer months, the 
evening session is discontinue*!. In describing the various parts 
of the course, 1 shall take up the eode work first. 

At the time the Department of Radio Telegraphy was 
established, the American Morse eode was used almost ( x- 
clusively in the radio service in this country, the South Welltleet 
station being the only one that used Continental Mor.se exten- 
sively, so far as I am informed. With this condition existing, 
it was a simple matter to train a Morse operator to receive the 
same code thru telephone receivers. In the Morse Department 
of the school, there was and is every facility for training a 
student in Morse receiving where there are a great variety of 
speeds. A new student is started on a circuit where an instructor 
makes the characters of a letter and the student pronounces the 
letter; and as he becomes familiar with the combinations form- 
ing all the letters, he is advanced 'to a circuit on which short 
words are sent, which he calls off as he recognises them. In this 
way a student is advanced from one circuit to another until he is 
receiving at a speed of twenty-five to thirty words per minute. 
On the more advanced circuits in the commercial and railway de- 
partment, the instruction consists of commercial and railway 
messages or train orders. Examinations are held from time to 

•One method of preparing u man for a government license, which I have 
been informed in used, is to furnish the student with a list of questions, such 
as are used hv tho in.s|x»ctors in oxainininfr ;i])p!ic;uils for oyxTators' licnisc^. 
together with the correct answer to each question. W ith such a list of qucs- 
ti(MD» and ftnswers, it is a simple matter for a telegrapher to pass the exami- 
nation as givon by the Dopartnicnt of T'onmicrcr, fuovidod ho d(M\s not writo 
down answer six for Question five, tiuch a man is of course worthless in 
actual radio service alUio he has neverUieless passed the requirements of the 
Department of Commeroe. 
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time and the students making the fewest mistakes in their 
copies, which are marked with care, are advanced to higher 
circuits. • 

After a student who had enrolled in the radio course had 
progressed to the point where he could receive eighteen to 
twenty words per minute from a sounder, he was transferred to 
the radio code work. All such students were supplied with 
practice sets including a single slide tuning coil, detector, fixed 
condenser, head telephone . receiver, and sufficient aluminum 
wire to construct an indoor antenna, as well as a key and buzzer 
mounted on a base board. An oporator at the radio station in 
the school sent press matter at a speed of about fifteen words per 
minute for a iktIcxI of an hour and a half or so, and at a faster 
speed for an e(|ual period. Students, supplied with the small 
receivinp: sets which they liad installed in their rooms, were 
supposed to sjx iid the afternoon in copying these si^rnals. This 
irjetlind \va< very ^ood. in som<' respects, where the total number 
of students was small and where they were all able to receive 
ordinary ^b)r^e signals at a fair spe^vj. They not only had the 
Ix'iH'fit of the code practice but they also luid some practical 
experience in the adjustment of detectors and in tuninp, which 
is, of cour-e, a valuabh' part of an operator's training. On the 
other hand where students are depended upon to pet their own 
practice in this way. they are very apt to waste a great deal of 
time and their progress is slow. 

In the spring of 1918. the Departm<'nt of ( "ommerce rep\ila- 
tions went into effect, calling for Continental code and examina- 
tions for licenses. It was evi<lent that numerous changes would 
have to be made in the course of instruction in order that the 
students might receive the necessary and proper training. As 
a result a complete reorganization of the department was in- 
augurated. The Continental code is now taught exclusively in 
the Kadio Department and the .system used for many years in 
the Morse work is folIow(>d with the exception, of course, that all 
receiving is done with telephone receivers instead of by means 
of a -oimder. 

Ten code circuits, operated at various speeds, are used at 
the present time. On circuits 8, 9, and 1 1), which are the begin- 
ners* circuits open buzzers are used. An instructor sends letters 
singly on the lowest of these, and the student calls out the 
letter as he recognizes it. The student is not permitted to copy 
on paper at the start as it is found that he then invariably loses 
interest before he has accomplished anything. There is always 
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a little rivalry among the mernbors of a group of new students 
as to which one will be the first to call off the letters as they are 
sent : and this urges them to use increased energy in mastering 
the first few days' work. As they become familiar with all the 
letters, figures, and characters prescribed for radio signaling the 
students are advanced to a higher circuit where they pronounce 
words. Insitle of a few weeks or less, they are able to receive 
words sent at a rate of four or five per minute. The length of 
time required, of course, depends upon the natural aptitude of 
the student, and his application. 

Figure 1 shows the general arrangement of the cotle and 
lecture room; the photograph, being taken from the instructor's 
desk does not, however, inclutle the switch board and instruments 
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used in controlling the circuits. On circuits 1 to 7, all receiving 
is done thru double head telephone receivers similar to those 
used in commercial working. The transmitter or signal producing 
device used on all of the.se circuits consists of a buzzer, con- 
trolled by a telegraph key, having line wires connected to the 
terminals of the interrupter, a condenser lieing interposed in one 
or both of these. On circuits 3 to 7, there is one transmitter on 
each circuit, with telephone terminals bridged across the line 
wires for seven students. Circuits 1 and 2 are arranged in long 
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lines along the side of the code room, and each is divided into 
eight stations all of which are equipped with a busser trans- 
mitter, condenser and transfer switch for changing from sending 
to receiving. All of these circuits are connected with a Western 
Union switch board at the instructor's desk by means of which 
any one of the circuits may be connected with any other or any 
transmitter on the instructor's desk can be instantly connected, 
by means of a loop pin with any circuit. Or, in the same manner, 
a telephone transmitter may be connected with any circuit. 
The code speeds on circuits 7 to 1 are gradual variations from 
five or six words per minute on 7 to the highest speeds on circuits 
1 and 2 which usually are connected together. Each of the 
buczers on these circuits is separately adjusted so as to ^jive out 
as good u note as |)()ssil)l{', and it always happens that there are 
as many dilTt R'nt tones as there are buzzers inasmucii as it is 
difficult to obtain a perfect tone from all. This I consider to l)e 
an extreme advantage, however, over the system used in some 
schools when' one master vibrator or other audio frecjuencv 
gt'iicratin^ device is vised as a source of power to su|)ply all 
circuits. It is jiossible for a student to beconu' so familiar with 
one sj)ark fre(|ueiicv, especially if it is absolutely regular, that he 
will have great ilifhculty in copying commercial stations which 
have sparks varying in a more or less degree from the |)erfect 
tone. With the individual buzzer method, however, an ex- 
perienc<Ml operator, when listening in on our faster circuits to 
the interchange of radio messages will not fail to rcH'ogniae its 
true ring. Some of these student stations emit a high musical 
spark resembling the 5(X)-cycle stations, while there are others 
of varying pitch down to the rough irregular spark such as is 
emitted by the old low frequency sets of the Shoemaker type. 
In fact nearly every condition of arcing or other irregularity in a 
commercial transmitter is automatically met. 

To some this may appear to be a deplorable way in which to 
teach a student to copy telegraph code, but on further con- 
sideration it is evident that the student not having had a perfect 
spark to copy from at all times, has accustomed himself to just 
the conditions of regular commercial service. Altho the tendency 
is toward a universal use of musical sparks and apparatus with 
which such sparks can be readily and easily maintained, it will 
undoubtedly' be a long time before the difficulties of tone adjust- 
ment will be done away with. Again, the moral effect of an 
irregvdar or rough spark is impressed upon the mind of the 
student. Some students of their own accord entleavor to get and 
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maintain a clear tone, while others are more or less indifferent. 
In any case, the advantages of the good tone are evident and a 
certain pride is ordinarily taken in maintaining such tones. 
(I have been told by old operators that our students can be 
recognized by the adjustment of their test buzzers.) 

Another advantage of the individual buzzer arrangement 
is that the loudness of the different stations can be readily ad- 
justed to any fixed value, assuming that the frequency of interrup- 
tion is constant. As previously mentioned, a condenser is 
intf'rp<jsed between either one or both sides of the line and the 
buzzer, and by constructing these condensers so that they have 
different capacities, their impedences are differrat and hence 
different stations can be made to send out signals of different 
strengths. Some of tho stations have adjustable condensers and 
he'ncc have a ready means of "varying tiieir power." At the 
instructor's desk, variaf)le condensers are used so that the signal 
stren{!;th can he varied from just au(hhihty to any (h'sired vahie. 
Other methods of varying the signal stren^;th in such circuits 
reathly present themselves. !)ut the method outlined above has 
proven to be the most satisfactory of any that I have tested. 
In any ca.se it is exceedingly important that the practice signals 
be not too loud and it is desirable to have them of ditTerent 
strenjjths. It has been my experience that a student may 
become .so proficient in the code work on the circuits, that he 
can copy the most complicated code and cipher messages from 
the fastest senders, but when placed in the radio receiving room 
he will be able to get but little of what is being sent. This 
is partly due to the fact that he may be practicing with too 
loud signals. Ability to read very faint signals from dbtant 
stations is largely a matter of ear training and for this reason 
it is desirable to have the practice signals quite weak. On the 
other hand, an operator who is accustomed to receiving such 
signals may become so confused by very loud signals that he will 
be unable to copy them. 

Each station on circuits 1 and 2 is provided with four calls; 
that is, it represents four different ship or land stations and the 
operator at each of these places is expected to answer any one of 
these calls. Inasmuch as the international call letters assigned to 
commercial stations in this country, into the service of which 
most of our students ^o, are combinations beginning with W or 
K, each of the .student stations has one call beginning with each 
of these letters. The two remaining calls are selected from those 
used in the United States Naval service or foreign stations, tlius 
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giving a wide variety of conil)inati()ns. Some of these ealls are 
selected on account of the difficulty encountered in transmitting 
them, or again there may he two that are easily confused or 
wrongly interpreted by a receiving operator. Others admit of a 
rhythmical swing which experienced operators develop. Among 
the different stations and ships represented on these circuits are 
those at the principal ports on our sea coasts and on the Great 
Lakes and the vessels which are likely to be in communication 
with them. The instructor's desk answers to or uses any call 
not assigned to one of the student stations. Occasionally the 
entire system of calls is changed. It is thought that such a 
system as this trains the student to be quick to recognize as well 
as to send difficult or uncommon calls. 

Practically all the code work on these faster circuits consists 
of message work, and such other communications as are actually 
carried between ships and radio stations. Everything is carried 
over these circuits in accordance with the provisions of the 
London Convention, the Marconi traffic regulations, and good 
judgment. Students are not permitted to converse over the 
circuit nor to carry on any conversation except where the exigency 
of the case demands it. Messages are sent from one station to 
another with proper prefixes and service instructions, being 
relayed where necessary and filed for future reference. As might 
be expected, a student is often tempted to give an O. K. on a 
message addressed to his station when a goodly portion of it is 
missing rather than to ask for a repetition or to say that he had 
not received it, and in order to circumvent this, nearly all the 
messages sent out from the instructor's desk are messages that 
call for answers or must be relayed. This proves to be a very 
satisfactory method of insuring that the communication has 
been actually received and soon the student ceases to commit 
such offenses. Sometimes a wrong check is purposely affixed 
to determine if the student will note this. The various ship 
' stations send in their *'T R" reports and positions which must 
conform to the practice of commercial stations; in fact, every- 
thing is handled as nearly in conformity with actual conditions 
as possible. Very little press is sent over these circuits as it not 
only gives the student a fictitious idea of his ability, but really 
furni>h('s little practice. In fact, 1 am convinced that it has a 
tendency to make him "guess" mon' than any tiling else, which 
is. of cours<', one of tlie worst habit< that an operator can accpiire. 
In case such material is sent over the circuits, it is generally an 
article iiaving in it many uncommon words. In some instances 
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subjects in French. (Icrnian or Spanish, or h)np; lists of code or 
cipher words arc sent in an endeavor to train the student to 
write down just what he receives, by sending such material that 
he is unable to form any advanced ideas. 

Another failing common to many operators, which we have 
endeavored to overcome in our men, is the inability to read 
signals thru interference. There always ha>; been more or le.'^s 
of this to contend with, but now that all commercial work is 
ordinarily carried on at the same wave length, or at best at a few 
wave lengths the confusion has become greater; and when 
severe atmospheric disturbances exist in additioOi it taxes the 
ability of the operator to the utmost. The acquiring of ability 
or skill in reading signals under these conditions is a matter of 
patience and concentration of the mind on one particular tone; 
a faculty which can be developed by training. In order, in a 
measure, to duplicate the condition of interference and to bring 
out this faculty of copying under adverse conditions, I make it 
a practice at times to have an interfering transmitter, or possibly 
several, working on the same circuit at the same time the regular 
code practice is being carried on over this circuit. This is done 
an hour or so each day and the results are exceptional. Ordinarily 
an omnigraph or other automatic transmitter is used to operate 
the interfering buzzer, the strength of the signals being variable. 
However, at times two groups of students will be carrying on 
communication simultaneously on the same circuit. 

For the regular code practice, no automatic transmitters or 
sending machines of any kind are used, altho we have a number 
of varieties; except that a day or two before the government 
inspector visits the school, the omnigraph is used in order that 
the applicant shall not be confused by its mechanical accuracy. 
Hand sending by expert radio operators is depended upon 
entirely. All students receive such instruction either one and a 
half or two hours per day depending upon which circuit they 
happen to be working and the state of their advancement. Dur- 
ing such periods of the da}- as there is no instruction on the 
circuit the students send among themselves, each being assigned 
a certain part of an hour, the schedules being rigidly maintained. 

It is generally considered that not all men can become 
expert senders, this being a natural qualification with some; 
but it has been our experience that nearly any person can become 
a good sender if he is taught the full arm "pump handle" move- 
ment and rigorously practices it. Slow .sending, if heavy, dis- 
tinct, and properly spaced is always better than light rapid 
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.sending in the case of a new man. After he has once beeonu' a 
good sender, he ea.«ily aecjuires the sjx'ed wliieli is essential in 
many ca.ses. Taking ojx'rators as they are ordinarily ft)imd. 
better speed can geiHTally he made and more business transaet<Ml 
in tlie same time. !)>• st-nding good ilistinct eharaeters at a speed 
of twenty or twenty-two words per minute than can he done by 
trMii-'init t inij; at a s|)eed of twenty-eight or thirty words per 
minute. There is always a tendency for new men to endeavor 
to "burn up" some other operator by rapitl sending and if he is a 
poor sender at best, a great deal of time is lo.'^t as a result. Our 
code circuits are fitted with good telegraph keys, some Western 
Union keys, and some heavier keys similar to those frequently 
found in radio .stations; and students are urged to practice a 
correct method of standing on theKe during all their spare mo- 
ments. In cases where a man is especially stiffened in the 
musclea of his forearm from manual labor, or in other cases, we 
insist on an hour or so of continuous sending every day. After 
4 student has practiced a correct method of s(>n(ling imtil he has 
become sufficiently competent to transmit signals clearly, ac- 
curately and without ''breaking/' he is allowed to operate the 
s.eh<jol station on field days. Students are always anxious to do 
this but good sending on the practice circuits is pre-requisite. 
In most cases a good sender is the result. 

In the technical or theoretical phase of the work the first 
part of the course consists of a study of the elements of elec- 
tricity and magnetism, emphasising such points as relate directly 
to radio apparatus and abreviating such matters as are not of 
first-hand importance. Following these more elementary sub- 
jects, the course is extended into a study of dynamo electric 
machinery, going only briefly into the theory of such apparatus, 
but ipving special attention to the actual principles of the genera- 
tion of current, the factors influencing the output, the function 
of the various parts, as well as the use, and care of such machines 
and methods of making tests and repairs. In connection with 
the study of alternating current machines the student b familiar- 
ised with terms common to alternating current operation (fre- 
quency, wave form, power factor, etc.), so that when the study 
of capacity and inductance has been taken up, the elements of 
alternating current problems will be less difficult. To facilitate 
the study of dynamo-electric machinery, the laboratory is equip- 
ped with a number of types of motor-generator sets used in radia 
service as well as various other A. C. and D. C. motors and 
generators of dilTerent capacities, together with starters, rheo- 
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stats and other auxiliary apparatus. Figure 2 is a view of the 
f^eneral laboratory which shows j-ome of this equipment. In the 
foreground is a direct current generator, belted to a three-phase 
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induction motor, the set being used to supply direct current for 
operating the motor-generators and other direct current ap- 
paratus. The generator of this set is of very open construction 
and the terminals of all windings are brought to a connection 
block, making it a very convenient machine for demonstration 
work. Along the right hand side of the picture can be seen several 
radio transmitters, of diflferent types, used for instruction and 
demonstration work. Along the wall to the left, not visible in 
the photograph, are cabinets containing various kinds of physical 
and electrical in.strumcnts, tuning devices, measuring instru- 
ments, and other apparatus useful in experimental work in radio 
telegraphy. 

After completing that part of the work covering dynamo- 
electric machinery, a study of electro-magnetic induction is taken 
up, theoreticalh' and experimentally. This is one subject upon 
which too much time cannot be spent and every effort is made 
to present the phenomena of inductance and self and mutual 
induction in such a manner that the student will get a clear 
conception of principles involved. The effects of self inductance 
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are discussed in their relation to tiie i)riniarv circuits of induction 
coils and transformers. In the explanation of mutual induction 
I have found the use of audio fre(juency currents, general e«l hy a 
buzzer, very helpful, using induction coils or coupling coils in 
which one of the coils can he rotated with respect to the other. 
Tse is also made of coupling transformers of all typ<'s common 
to radio service, the result of which is that the student looks at 
the {)rinciple rather than any one form of construction. Many 
other schemes used hy instructors in physics can he used to ad- 
vantage. This part of the course is concluded with a study of the 
practical construction of commercial induction coils and trans- 
formers such as are used in radio installations, here as elsewhere, 
attention being drawn to methods of testing and making tem- 
porary or permanent repairs. 

Ft)Ilowing this work the next part of the radio set that is 
studied is the condenser, it being con.sidered in its various forms 
and constructions. An effort is made to give the student a clear 
insight into the principles which are involved in certain important 
phenomena. Methods of calculating the approximate capacities 
of different types are shown, and then the means of obtaining 
any desired value of capacity, with definite dielectric strength, 
hy the combinat ion of standard units is demonstrated. Emphasis 
in this case is laid on the methods by wh ch the proper capacity 
in the condenser of a radio set can be obtained by re-arranging 
the separate units of the condenser which has been injured, 
thru breakdown or puncture, and the precautions which must 
be taken in thus using it. Methods of charging condensers as 
used in the closed circuit of transmitters and the necessity for 
and function of the spark gap are demonstrated; which leads 
to a study of oscillatory discharges. 

It htm been my experience that unless the theoretical work 
is varied or made attractive by the interposition of actual radio 
telegraphing, thus givmg an actual demonstration of some of 
these theories, it often happens that the student will lose interest, 
with the result that he faUs to grasp the very things which are 
most essential. At this point, then, a horisontal aerial is strung 
up a short dbtance from the ground thus constituting a very 
apparent air condenser, and an induction coil is connected 
thereto forming a plain aerial transmitter* With thk arrange- 
ment signals or messages are sent to portable stations. Altho 
this type of transmitter is generally known to the student, the 
experiment proves an interesting diversion in which many of the 
practical difficulties encountered in the operatiou of such sets 
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with larj^c induction coils, and their remedies, can be easily 
demonstrated and in a forcible manner. 

Just at this point, when the student has in mind the oscilla^ 
tions of the current in this plain aerial transmitter and the 
radiation of electric waves, I have found it to be a very opportune 
time to go ahead with the explanation of the terms period and 
frequency, and their relation to wave length. With an aerial 
100 feet long, all of which is visible, the student can be made 
almost to see the oscillation running out to the end of that wire 
and returning in a given time, and if the wire is longer that it 
will take a greater length of time for the complete oscillation. 

After concluding the study of plain aerial transmitters, with 
stress laid on the limiting quantity of charge that can be con- 
verted into radio frequency energy in consequence of the small 
capacity of the aerial, the work naturally leads into the study of 
coupled transmitters wherein much larger capacities can be used. 
With an understanding of oscillatory currents already acquired, 
the effects of the constants of the closed circuit on the wave 
length are quite apparent. I liavc found tiiat a study of wave 
len^tlis in a circuit which does not radiate waves, leads to much 
c()nfusi()n and lack of understanding hence the reason for a 
cf)nsi<l('ration of wave length in connection with the plain aerial 
transmitter first. 

During that part of the work covering closed circuits of the 
tran.smitter, I assume a circuit having a condenser of a certain 
capacity about which is shunted an inductance of .some twenty 
turns. It is stated that the wave length using say two turns is 
300 meters. The inductance of the heli.x per turn is then cal- 
culated, and the results tabulated. The student then calculates 
the wave length with the movable clip on each of the twenty 
turns and enters this data in his tabulation after which attention 
is invited to the fact that the wave length varies as the square of 
the number of turns. From this it is apparent that in case he 
was working on a ship and for any reason was required to change 
his wave length say from 300 to 600 meters the position of the 
clips would be instantly known, with fair approximation, with- 
out the use of a wave meter or other device. In like manner, the 
effect of the condenser capacity on the wave length is demon- 
strated; and cases are assimied wherein a portion of the con- 
denser is damaged and the use of half of the condenser with a 
definite increase in the inductance will give the wave length re- 
quired, this to be obtained without the use of measuring instru- 
ments. It is a well known fact that the majority of operators, 
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after having; once locatetl a 600-m('tt'r juljustmcnt on tlu'ir receiv- 
ing tuners, actualh' do very little tuning, and in ease of accident 
to a ship or its radio e(iuipnient, it is very necessary tliat the 
operator on such a ship should be al)le to maintain his apparatus 
in such a condition that he can send on a wave very nearly 600 
meters in length. In cases where the distance is great, this may 
be of extreme importance. Close coupling will not ans\N(T in 
all cases antl hence an endeavor is made to give the student a 
knowledge of the best and quickest way in which to meet such 
conditions (to say nothing of the value which such information 
is to him at all other times). In order to verifj- the calculations 
and to bring the facts more emphatically to mind, the wave 
length at each adjustment is measured in the laboratory by 
means of a wave meter and the results are tabulated along with 
the calculated values in the note book which every student keeps. 
The results of such measurement are also reproduced in curves. 

Fdlowing this work, means for. transferring the oscillating 
enensy to the radiating circuit and the conditions under which 
the greatest current is produced in the antenna are taken up and 
explained. Various methods are demonstrated in the laboratory 
for indicating the maximum antenna current, so that an operator 
will have some way of determining if his antenna is radiating 
the maximum amount of energy whether he has an approved 
hot wire ammeter or not. In the study of resonance between 
an oscillating circuit and an oscillating E. M. F., no attempt is 
made to avoid ihe actual alternating current principles which 
determine the strength of current that will flow in a circuit 
containing resistance, Inductance and capacity. Once thu idea 
is formed in the mind of a student a great many questions such 
as . resonance phenomena in the audio frequency circuits, the 
use and proper capacity of telephone condensers in receivers, 
etc., are readily understood. In any case of this kind, the general 
theory is explained and then demonstrated by experiment. 
After demonstrating the tuning of the open and closed circuits 
in different ways the effects of re-transference of energy between 
them and the production of two wave lengths are brought o;it. 
Here, as in many other cases, it is necessary to exaggerate the 
fact in order to make the <lesired impression, and for this purpose 
we have some special apparatus with which it is possible to 
produce two wave lengtlis differing from each other by several 
hundred meters, with the two circuits tuned to an intermediate 
value. 

At this point we take up the study of spark gaps especially 
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the ciuencht'd jjjap which, when placed in the primary circuit of 
the above coupled system, serves to demonstrate the quenching 
action in a forcible manner. I have constructed a small quenched 
gap having ten sections which quenches perfectly operating on 
60-cycle current in connection with a one-fourth kilowatt leakage 
transformer. An attempt to measure the wave length of the 
circuit in which it is contained shows a very flat wave having 
a decrement that is difficult to determine. This is shown mounted 
on a small panel set (Figure 2) which was built for some experi- 
mental work in transmitting on low antennas. 

The work in transmitting sets is concluded with a study of 
.several standard sets that are in commercial use. showing the 
inter-relation of the various parts and auxiliary apparatus such 
a.s meters, circuit breakers, antenna switches, etc. One of the 
.sets that we have permanently installed in the school is a 
Marconi 2-kilowatt, 240-cycle set which was loaned to us thru 
the courtesy- of Mr. John Bottomley. This set is complete 
with storage battery-induction coil auxiliary set. and receiver. 
Several other complete sets of composite type are al.so installed. 
Figure 3 is a view of the radio station showing the Marconi 
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2-kilowatt, 240-cycle transmitter, the storage battery auxiliary 
transmitter, switch boards, and various types of receiving ap- 
paratus. 



During the course, about one week's time is spent on storage 
battery work in which are set forth the details of types common 
in radio service, their care, methods of charging, etc. Some 
circuits applicable to emergency ship lighting are also shown. 

In taking up the study of receiving circuits and receiving 
apparatus, we begin with a review of the principles of resonance, 
again emphasizing the factors which determine the impedence; 
wherein it is seen that the alternating K. M. F. i)r()(liieed in 
the antenna l)y the passage of a wave train can only i)r<)iliict' a 
maximum eurrcnt in tlie antenna to (»arth circuit when the 
inductance and capacity of that circuit bear a definite relation 
to eacli otiier. Therefore, in order that this circuit shall be 
adjusted so as to have a low impedence, its capacity and in- 
ductance must l)e made variable by the insertion of a variable 
condenser and a tuning coil at its cartheil end. Before progressing 
farther into the theory of tuning, it is necessary to consider the 
action of some detector, such as a crystal rectifier, stating its 
function and tlie actual reason for its use. After this has been 
done, a detector can l)e included in our antenna circuit and we 
have the elements of the simplest form of receiving circuit. 
It is shown experimentally and theoreticall}' how this circuit 
can be .so adjusted that it will resjiond to waves of widely differing 
length; and then how it can be further adjusted .so that it will 
respond only to frequencies which are very near to that to which 
'it is tuned. Such a receiver is then compared with a standard 
receiver as to selectivity- and strength of signals, which readily 
demonstrates its ilisadvantages. The next improvement on this 
simple outfit, the close coupled tuner is taken up in the same 
manner, theoretically and experimentally. In connection with 
this type of receiver, reference is made to commercial tuners 
emlMidyiiig this j)rinciple. such as the Type '*D" tuner of the 
United Wireless Telegraph Company, many of which are still 
in use. Every student, tho generally much to his displeasure at 
first, is required to use one of these tuners in the radio receiving 
room until he becomes familiar with its use and possibilities. 

After the study of closely coupled . receiving sets, and the 
various methods involving a direct coupling, their advantages 
and disadvantages, loose or inductively coupled receivers are 
taken up; first in an elementary way, and then in connection 
with regular receiving sets. Our laboratory is well equipped with 
tuning apparatus of various kinds so that quite an opportunity 
is offered for setting Mp any standard circuit, or most special 
circuits. Specific instructions in the use of commercial tuners, 
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such as are used by the commercial companies, follow the 
theoretical circuits. A great many operators in commercial 
service are incapable uf getting the most out of their receiving 
sets; and especially is this true in \hv case of some of the more 
complicated receivers involving intermediate circuits or special 
tuning apparatus. In order to train the student to make the most 
of the facilities at hand and to give him an actual knowledge of 
the use of such apparatus, I hav<» used the following sciieme with 
success. The tuner or receiving circuit under test is connected 
to an antenna in tin- usual manner or to a dummy antenna in 
which are induced shari)ly tuned oscillations from a wave meter 
excited by a buzzer op( rated by an omnigraph. With the wave 
meter in operation, the student adjusts the receiver as broadly 
as possible, thus picking up the signals; after which he tunes for 
selectivity, and readjusts for the optimum results. After he has 
become familiar with the various adjustments several wave 
meter transmitters differing more or less in wave length are 
simultaneously operated, all being inductively related to the 
antenna or dummy antenna. A student will send with one of 
these transmitters while the one' manipulating the receiver will 
endeavor to separate his signals from the interfering signals. 
In a short time the student becomes quite adept in tuning, and 
is able to meet many of the difficulties encountered in practice. 

In the study of detectors, many of the common types are 
included, tho the most emphasis is laid on those of the crystal 
rectifying type inasmuch as they are the ones most used in com- 
mercial service at the present time. A great deal of stress is 
laid on the use of carborundum, which is probably more used 
and more reliable than any other detector. In much the same 
manner that a student becomes apathetic townrd the Tv[)e 
**!)" tuner, he becomes averse to the use of carborundum 
for reasons which are well known, but if he is su|)i)lie(l with a 
suitable potentionictcr and a large coll(>ction of the>e crystals, 
he can generally be convinced that this form of detector has 
some merits. Every student, during the courx-, -spends scv«Mal 
hours testing crystals. The laboratory is e(|ui[)pcd with a large 
number of detector stands, potentiometers, and tuners fitt<'(l 
for the use of these crystals, and in u>ing these he gains an idea 
of the correct method of using such detectors, and eventually 
has more confidence in them. 

One forenoon each week, a special class is held at whicli all 
students in the radio work are in attendance. This period is 
devoted to the discussion and study of radio law, the international 
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regulations, traffic rates, method of computing charges, and 
similar matters. On some occasions, classes in geography are 
held at this hour, and maps of the radio districts are studied, 
steamship lines and routes pointed out, location of radio stations 
noted, and so on. Each student is required to learn the name of 
every passenger steamship line on the Great Lakes, the names 
of their vessels, their runs, call letters, and stations with 
which they are likely to be in communication. This in- 
formation is of great value to a new operator, and requires 
very little time to learn. Some students take a great interest 
in this work. 

Altho our station license is an ( xpi rimental license and calls 
for no specific hours of service, we have certain hours during 
which we always have one or more men on duty in the receiving 
room, where they get a great deal of practical experience. The 

requirements as to the matter of maintaining a continuous watch 
\ during the time that is assigned to a student are strict, the 
result of which is that the man acquires a sense of duty so that 
he is much more apt to realize the importance of his position 
after he is actually in the service. A complete log is kept of 
everything; that transpires, and all messages are copied and filed. 
These later are sorted out and entered on report blanks such as 
are used by the connnercial companies and which are furnished 
by them for this jMirpose. In fact, tin- business of the station, 
in every particular, is handled by the students in a maniH-r as 
nearly in conformity with coinniercial practice as is possible. 
In rating students for p(»siti<»ns Wwir record in the receiving 
room, and number and c(;mpleteness of tlie messages copied are 
taken into consideration. 

The receiving mom is well e(iui|)])e<l with commercial tuner> 
and some sp<M'ial receivers and other receiving apparatus. In 
the lal>oratory we have api)aratus for receiving undamped, 
continuous wmvc stations as well as spark stations, and tuning 
apparatus for waves as long as 14, ()()() meters. Most of the 
equipment in the receiving room is commercial apparatus, while 
the experimental apparatus is used in the laboratory .«^tation. 
Figure 4 is a photograph in the laboratory receiving room, 
showing some special receiving apparatus used in research work. 
At the right is seen a long wave receiving coupling and on the 
left is a continuous wave generator which was built for testing 
receivers for undamped waves. It can also be used as a generator 
for heterodyne receiving. A radio-telephone, with which some 
experimental work has been done, can be seen in the foreground 
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on the left. Any transmitter in the laboratory can be controlled 
from this room. . 

For the regular station work, we have a standard six wire 
aerial, supported on a 100-foot (31 meter) steel tower, brought 
down to a mast on the building. In connection with the labo- 
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ratory apparatus, we have a smaller four wire aerial and a long 
single wire antenna, used principally for long wave reception. 
With the arrangement of these different aerials and certain 
apparatus, it is possible to have several groups of students 
receiving simultaneously without mutual interference. Ordi- 
narily we have two well-advanced operators on duty in the 
station from 8 A. M. until midnight; however, in case of severe 
storms over the lalce region, a continuous watch is maintained. 

Another interesting feature of the work in the radio course 
is the so-called "field work." One afternoon each week, when the 
weather conditions permit, the students are divided up into 
parties of four to eight and supplied with portable receiving sets 
or complete field sets which are taken out into the surrounding 
country and set up. Aerials are erected on poles provided for 
the purpose or put up on high trees. Occasionally a kite will be 
used to elevate an aluminum wire or a small boat on one of the 
nearby lakes will be equipped with a small sending and receiving 
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set. Figure 5 shows a field station, in the charge of a group of 
students, with which they are in communication with the station 
at the school. As will be seen this set includes both transmitter 
and receiver, and when the aerial is elevated to a suitable height, 




Figure 5 

it has a range of several miles. It can be used either as a "plain 
aerial" set or directly coupled, radiating about half an ampere 
either way when properly tuned. 

Communication is established between these field stations 
and the school, where an operator is maintained. During the 
course of such work aerial construction, methods of quickly 
putting up an emergencj' aerial, and the importance of good 
earth connections are demonstrated in an interesting and forcible 
manner. I have also found this to Ixj an excellent manner in 
which to combine practical detector adjustment, tuning and 
wiring up of apparatus. Many interesting experiments that can 
be performed in the open country readily present themselves, 
all of which are of advantage in an operator's training. The 
effects of broad and sharp waves, necessity of tuning, and the 
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adrantaf^es of high spark frequencies and so on are readily set 
forth in an interesting manner. 

For the benefit of speeial students or those who are par- 
tieuhiriy interested, we have a somewhat more a(ivanee(l eourse 
in eU'ctrieal and racUo engineering subjects ineiuding radio 
telegraphic measurements and theories. The extent of this 
work, at the present time, is limited owing to a lack of necessary 
equipment, but at the same time it offers some advantages to 
those students who are aml)itious and desirous of extending their 
knowledge of the art of radio communication. 

During the coming fall it is our plan to erect a second steel 
tower 175 feet (54 meters) high at a distance of 400 feet (123 
meters) from our present tower. It is also expected that we will 
add considerably to our electrical equipment at that time. 

SUMMARY: The qualifications of a "good" operator are divid«d into 
Uibom and acquired or teachable characteristics. A course of training for 

radio operators is then discussed in detail. The entrance requirements and 
objects of the students are considered, and the subject matter of the course 
ii given. 

1. OPERATING DIVISION. Students are Uught to receive on 
buzzer-excited circuits, using head band telephone receivers. A number of 
dfcnits of gmdually incieasbig speed and difficulty are provided. Dlffeient 
tones and intensities of signals are provided to accustom the student to 
actual conditions. All messages sent between student stations are in accord- 
ance with Hie radio law* and commercial practice. MesMgea must generally 
be checked and relayed by the student. Artificial interference la provided to 
teach reading of desired message thru such interference. 

a. TECHNICAL DIVISION. The elemenury principle! of electricity 
and magnetism and the study of dynamo-electric machinery are given. 
Inductance, mutual inductance, capacity, wave length and frequency are 
studied, together with methods for their predetermination by calculation. 
Reaonance phenomena art ahown. Different types ot commercial receiven 
and crystal detectors are tested. Field work is done with portable trans- 
mitting and receiving sets. Some facilities for research work are provided. 

a. TRAFFIC DIVISION. The radio law, intematloaal ragulatloiia, 
geography and other material of value to operatoA are taught by lectura* 
Work in penmanahip is obligatory. 
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DISCUSSION . 



Elmer E. Buclier: After eareful consideralion of Mr. 
Packman's contribution, I see that he recognizes the time- 
worn but desirable search for the "one hundred per cent perfect" 
employee. To a slight octent, I agree with him that in some 

respects the efficiency of the operating staff of commercial 
radio telegraph companies might be improved; but I must 
take complete exception to the allegation that the training 
of operators has suffered neglect, or that progress in this detail 
has not kept pace with general commercial radio development. 
The further reference to "deplorable conditions," assumed to 
exist in the operating staffs at certain commercial ship and shore 
stations, cannot carry weight without citations of specific in- 
stances of inability. It is useless to decry the service or per- 
sonnel of an entire organization for the disability of a few, 
hence it may be of interest to give a bri<'f outline of the method 
of instruction in vogue at the various radio schools maintained 
by the Marconi Wireless Telegraph Company, thereby dis- 
proving the assertion that radio telegraph operators have not 
been well trained. 

It has been the practice of that Company since its incep- 
tion to instruct its employees thoroly in the subject of radio 
telegraphy by the establishment of schools both here and aV)road. 
In localities where the demand for operators has been insuf- 
ficient to warrant the opening of a company-owned school, 
local telegraph schools have been subsidized or supplied with 
apparatus free of cost. In addition, these schools have had 
the free services in an adirisoiy capacity of the Marconi officials 
and engineers, who have thereby assured themselves that the 
graduated students possess qualifications suitable to a proper 
standard. The foregoing policy has been adopted and rigidly 
adhered to thruout these years, and it is a fact that the 
courses given at privately owned institutions have been gen- 
erally modelled after that given at the Marconi training schools. 

In general, corporation-owned schools have the advantage 
over privately owned schools in that the former are in possession 
of a more complete radio equipment and are thus enabled to 
offer their pupils a more comprehensive course than is other- 
wise possible. Being in closer touch with commercial radio 
development and the demands of a well organised radio service, 
such companies are prepared to supply their students with the 
knowledge most necessary to their requirements, technically 
and commerciaUy. 
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A particular problem which radio schools are compeUed 
to meet is the varied degree of intelligence and ability mani- 
fested by the applicant for admission. In a university or college, 
before a student is enrolled on the roeter, certain conditions 
must be met and complied with; consequently it is assured 
that the entrant is, in a large measure, fitted for the mstrue- 
tion he is about to receive. More clearly, such applicants 
have thru a number of successive years gradually fitted them- 
selves for their more advanced work, and are therefore able 
to derive the fullest benefit of the instruction. 

Obviously, in a radio telegraph school, such a long drawn 
out procedure is not possible: first, because the applicant has 
neither the inclination nor the financial means to support him- 
self over an extended period of training; and second, because 
no conmiercial company would care to meet the financial drain 
imposed upon its treasury by carrying a student on the reffster 
for a great number of months. It may be of interest in this 
connection to remark that corporation-owned schools are not 
generally a financial success; yet companies are perfectly will- 
ing to stand the expense involved in order to maintain a high 
standard of service by the employment of a staff of well trained 
men, so important to its commercial success. 

Therefore, in order that the student may receive a per- 
manent assignment in the radio service with the least possible 
delay, it becomes the duty of the radio telegraph school to fill 
in the gaps in the student's knowledge of the art. In conse- 
quence, it is not always possible to inaugurate a definite course 
of procedure. In so far as possible, the mode of instruction 
must be varied to meet the individual needs of the pupils. 

So far the best success has been achieved by first ascertain- 
ing the knowledge of the apphcaiit in respect to the radio art 
in general and the fundamentals of elementary electricity and 
magnetism. This known, we are at once enableti to segregate 
the students into two classes. Tlie missing links of the more 
advanced student's knowledge are then filled in by a number 
of general lectures on radio telegraphy, after which a series 
of experiments are made on the actual apparatus. 

The student least informed on matters of electricity is placed 
in a separate class where he is given thoro instruction in the 
elements of electricity and magnetism. Slowly but surely, 
the supposed complexities of the art disappear, the pupil having 
formed a complete mental picture of the underlying action 
upon which the operation of radio telegraph apparatus is based. 
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In thi.s work the instructor mu^t exorcise great patience, for 
it takes time to shape and mold the thought of a raw recruit 
in the ri^^ht direction. 

A similar procedure is adopted in respect to instruction 
in the telegraph code; i. e., the student's ability is first ascer- 
tained, and then a tlivision into classes made accordingly. 

In the code classes artificial radio telegraph circuits are 
employed thriiout, traffic being dispatched from individual 
to individual after the method employed at commercial ship 
and shore stations. 

The foregoing ii)>truction i> followed up by a series of lectures 
on "Radio Traffic" in wliich the student is fully informed on 
the International, United States, and Navy regulations. In- 
tricate problems which the student may encounter in dealing 
with various radio stations of foreign countries are discussed 
and solved, until it is certain that the pupil is thoroly familiar- 
iied with all possible future conditions which he may meet. 

Contrary to the views expressed by the speaker of the eve- 
ning, I am in favor of introducing a certain amount of auto- 
matic machine sending now and then in the code practice, for 
it has been observed to have a marked efTect upon the student's 
sending. A good automatic Wheatstone sender, connected 
to a buzzer system, and operated at a speed suitable to the pupil's 
ability, will do wonders in impressing upon his mind the desir- 
ability and necessity of a uniform mode of sending. The ease of 
reception experienced impels the student to adopt a similar 
mode of formation more or less unconsciously, resulting in 
daily improvement. 

I would lay down no hard and fast rule concerning the 
time required for a student to complete his tuition in radio 
telegraphy. I do not believe it possible to make an expert 
telegraphist from an absolute beginner in the space of six months, 
even tho I am aware that this condition has been approached 
in isolated instances. I do, however, mahitain that by six 
months' study and close application a student is qualified to 
pass the U. S. Government examination and competent to 
take an assignment as junior operator at any ship or shore 
station. 

It might be mentioned here that the Marconi Company 
uses every precaution in introducing a beginner into the com- 
mercial service. It is its custom to send a school graduate 
to sea as a junior operator, under the guidance of an experienced 
man. In this manner he is enabled to derive the full benefit 
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of the senior operator's previous experience and all possibility 
of error thro lack of initiative on his own behalf is thereby elim- 
inated. 

In respect to training the student to read radio signab 
thru interferencCi a school located in a prominent seaboard 
city such as New York, does not require artificial "jamming" 
or interfering apparatus. A conmiercial receiver connected 
to a fur-sised aerial fulfills the requirements, the operator 
being enabled to separate interfering stations under actual com- 
mercial conditions. Obviously, no better method of training 
could be devised. 

I note from Mr. Packman's contribution that certain pupils 
with whom he has come into contact possessed biased minds, 
even to the point perhaps of expressing their desires as to the 
type of apparatus they consider preferable! A student having 
pre-conceived notions in tliis respect is apt to possess proclivi- 
ties along other lines not amenable to disci {)line. Hence I 
would lose no time, in extreme cases, for the good of the services, 
in eliminating his name innn the records. 

I contend that the profession of radio telegraphy requires 
young men of live and alert characteristics who are quickly 
capable of assimilating new ideas, progressive in their make- 
up and business-like in character. To secure a well-rounded 
employee, one equally proficient in several branches of a given 
art, is one of the problems of the hour; the natural result of 
this need has been an age of specialisation which in many fields 
has been overdone. 

A radio telegraphist cannot be a man of narrow vision. 
He must be broad enough to think in terms international for 
he comes in contact with peoples, business methods, and social 
customs, of all climes and races. Thru several years of experi- 
ence I have not found it difficult to lay out a course of procedure 
that will fully fit the student in this respect; and I firmly be- 
lieve that, in view of their previous training, the degree of pro- 
ficiency attained by the average radio employee is remarkable, 
and that in no department of wire telegraphic or telephonic 
communication will there be found operatives of the attain- 
ments of the average telegraphist in charge of radio telegraph 
equipment to-day. 

I think it will be found on investigation that as far as the 
Marconi Company is concerned, the training of radio operators 
lias in nowise suffered neglect. livery possil)le availal)le 
means has been brought to ))ear in the student's preliminary 
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education so that he may be fuUy qualified to meet any emer* 
gency arising on his initial assignment to a ship or coast station. 

David Samoff: I consider that the radio operator is one 
of the most important elements in radio communication. I 
agree, in some respects, with Mr. Bucher's refutation of the 
statement made by Mr. Packman regarding; "the rather de- 
plorable conditions which exist at present in the radio oper- 
ating field." I believe there has been a marked tendency 
toward improvement in this direction during the past few years, 
and observation justifies the expectation that the improve- 
ment will continue. 

The acquisition of the late United Wireless interests by the 
Marconi Company, therel)y placing the large number of radio 
operators under the control of one organization, and the inter- 
national rcc^uircmcnts tiiat a single code — continental be 
universally employed, have helped matters considerably. By 
having all operators under the control of a single organization, 
antagonism and rivalry among operators otherwise employed by 
competing radio or steamship companies are removed and this 
is a very important factor. The advantages of a universal 
code are obvious in that it renders Communication between 
operators of all nations more flexible. 

Before operators are employed in the Marconi service, 
they are required to pass thru the Marconi School of In- 
struction where they are given thoro instruction in the prin- 
ciples and manipulation of the various types of radio equip- 
ment in general commercial use. 

The procuring of a government radio license is not con- 
sidered sufficient proof of the operator's ability and general 
fitness for the Marconi service. There are of course excep- 
tional instances where deviation from this rule is imperative 
and under such conditions the choice of an operator must be 
governed by the exigencies of the moment. 

I should like to say a word or two about the traming of 
the radio operator, starting from the point where Messrs. Pack- 
man and Bucher leave the subject. 

In my opinion the actual training of the operator commences 
after he leaves school and joins the operating staff. I have 
frequently thought that the present method of employing grad- 
uates from radio schools in the radio service is wrong; for the 
reason that at present their first positions are given them on 
shipboard whereas the better way would be to assign them 
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first to coast statioDB, where they would obtain the benefit 
of the more skilled operators on shore, who are thoroly familiar 
with the proper methods of conducting radio traffic. Here 
also, the novices in the profesnon have a better opportunity 
of handling a larger amount of radio traffic, under the guidance 
and with the assistance of the more matured and trained coast 
station operators. The early Marconi operators, and those 
Avho now hold the more important positions in the organi- 
zation, were thus trained. 

Unfortunately, however, my theory is not possible of adoption 
by radio orfjanizations at present, for the following reasons. 

First. Because the number of coast stations now in oper- 
ation, as compared with the number of ship stations, is pro- 
portionately very small. 

Secondly. Because the majority of the coast stations are 
situated in out-of-the-wa}' places where, by reason of exist- 
ing circumstances, it is not practical to assign any but trained 
operators. 

Thirdly. If a graduate from a school is sent to an impor- 
tant const station and spends some time in becoming proficient, 
it is hardly to be expected that he would thereafter view with 
favor the assignment to a less important position on shipboard. 
Here, too, the difference in salaries paid at ship and shore stations 
would play an important part. 

It is interesting to note from this evening's paper the dif- 
ferent methods employed in training the student to become 
a proficient radio telegraphist, but experience has taught us 
that there is a marked difference shown by the young operator 
in transmitting or receiving messages in school, and in hand- 
ling regular business at a commercial station. This is but 
natural, and a condition which must be expected. It b for 
this reason, however, that the disadvantages of placing a school 
graduate, even on an unimportant freight ship, are so apparent. 
One poor operator on shipboard,' with even a weak radio equip- 
ment, can do more harm when in the vicinity of busy ship and 
shore stations, than can be undone by ten good operators, with 
an equal number of efficient sets. 

In the paper on "Kadio Traffic" which I delivered last year 
before the Institute, I dwelt at length on the importance of 
brevity in radio communication, and this all-important point 
cannot be impressed too strongly, especially on the young oper- 
ator. Very often I have observed junior operators assigned 
to less important ship stations, transmitting a radiogram by 
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the longest method possible, inserting unnecessary symbols 
and words, repeating where there is no need to do so, and there- 
by retarding the movement of traffic very seriously. 

The young operator is often actuat^ by a desire to listen 
to himsdf sending. On ship stations where traffic is infrequent, 
the junior operator often indulges in quite a lot of unneces- 
sary preliminaries and finishing touches, when transmitting 
or receiving a single message. While these matters may ap- 
pear insignificant to some of those present, I submit that you 
need only consider the unfavorable conditions of static, or 
strays, interference, and frequently poor operating, to appreciate 
what it means to indulge in superfluities under such circum- 
stances. On the other hand, the advantages of brevity under 
these conditions will likewise be apparent. Unfortunately, 
the government regulations pertaining to radio communica- 
tion, are not adapted to the solution of these practical problems 
when they prescribe certain preambles and ^ymbok in handling 
radio traffic. In my paper on the subject previously referred 
to, I gave examples of this condition. 

I also reiterate my long-standing objection to the present 
wave length regulations enforced by international agreement. 
It avails us very little to produce transmitters of high radiating 
efficiency, and receivers capable of sharp tuning, when the ma- 
jority of ship and shore stations employ OOO meters ai> their 
working wave length. I am aware, of course, that wave lengths 
below 600 meters may be used, and while this has been taken 
into consideration in the design of the more modern ecjuip- 
ments. it fails entirely, nevertheless, to afford the measure 
of relief recjuired. 

In this connection I might say a word or two in admonition 
of the operators who fail to take full advantage of the oppor- 
tunity atTorded them by the latest Marconi eciuipments. which 
are provided with 300, 450 and (iOO meter wave lengths, and 
with facilities for rapidly changing from one wave length to 
another, the change Ix'ing etYected by the throwing of a singh* 
switch. I have known operators who continue to struggle 
thru interference on bOO meters rather than change to 800 or 
450 meters, and I have also observed others who do not even 
struggle. It is, however, not possible, under the present govern- 
ment regulations, to take full advantage of even the wave lengths 
mentioned; for the reason that by the rules of the London 
Convention it is required that when two .stations communi- 
cate, both must employ the same wave length. Therefore, 
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while it is feasible for a ship station equipped with the latest 
Marconi set to change quickly from 600 to 450 or 300 meters 
when communicating with another ship or coast station, it 
is not quite so feasible for the coast station to effect the same 
change. You will appreciate, therefore, the importance of recon- 
sidling the whole subject of wave lengths and traffic regulations. 

I would urge all of you who have opinions to express on 
this subject, to write the Institute.* It will be glad to acoumu- 
hite and summarize all ideas so that a logical and comprehen- 
sive statement of facts and suggestions may be presented at 
the next International Convention, which is to be held at Wash- 
ington, D. C. It may sountl a tritte optimistic to talk of Inter- 
national Conventions in these days, but we are hopeful never- 
theless. 

In connection with the proper manipulation of radio e(iuip- 
ments by operators; I have noticed during my experience 
that radio engineers are very often prone to criticize the operator 
for failure to obtain maximum efficiency, and I doubt not that 
the criticism is sometimes warranted; but on the other hand, 
something may be said about the radio engineer who, when 
designing radio equipment at the laboratory, fails to appreciate 
the operator's difficulty on shipboard. For instance, I have 
always felt that sufficient attention has not been paid by de- 
signing engineers to the subject of detectors. Sensitiveness 
seems to be the goal for which most en^eers aim, but apparently 
stability is not given the same consideration. There is nothing 
more troublesome at radio stations than to handle a detector 
which is too frequently affected by vibration, induction from 
transmitting apparatus, or by the many other causes which 
disturb crystal detectors. Operators many times continue 
to call radio stations which promptly respond but are not heard 
because the detector at the calling station is temporarily out 
of adjustment. Every operator knows that this is a daily oc- 
currence and the cause of unnecessary interference, repetition 
and consequent delay in the movement of traffic. I am of the 
opinion that some form of valve detector is probably most 
suitable for commercial operation at ship and shore stations, 
because the valve detector gives more promise of possessing 
the combination of tlie two important elements, namely, sensi- 
tiveness and stal)ilit y. 

• A i)n[)or dealing with "The InadviHihility of Wave Lonpth Regulation" 
will be delivered by Mi;<>^r.s. (ioldsmith and Hugan later in 1916. AU mem- 
bers having views on this subject are strongly urged to oommuiiicate them to 
either of the suAhon in writing. 
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As regards commercial radio schools versus radio telegraph 
company-owned schools: It is preferable, of course, where a stu- 
dent can do so, to take up his course of training in a school of a 
large radio organisation, because such a school is conducted with 
the object of training the men for the company's service and 
not for the profit derived from tuition fees. But there are many 
cases where, for good reasons, it is not possible for a young 
man to attend the company's school, and for this reason the 
commercial schook are performing a very important mission 
in the radio art. Men must be tnuned, and they should be 
trained properly. Many a boy living at or near Valparaiso, 
Indiana — ^where the Dodge Institute of Radio Telegraphy is 
located — might have been unable to take a course in a Marconi 
School situated elsewhere, and for tliat reason the Marconi 
Company lends its support to, and assists in every possible 
way, this School, as well as all other schools which show u desire 
to train operators as they should be trained. 

Alfred N. Goldsmith: There is no doubt whatever that 
the question of wave length regulation, which has been brought 
up by Mr. Sarnoff, is worthy of the most careful consideration. 
It is further desirable that it be carefully considered at length, 
in view of the possibility of an International Convention on 
this subject within the next two years. It is not at present 
obvious that wave length regulation is at all a necessity, and 
certainly the matter is one for considerable discussion. 

As an illustration of an undesirable state of affairs, atten- 
tion may be called to the restriction of the important range of 
wave lengths between 600 and 1,600 meters to the use of the 
Government. It will be noted that most of the stations using 
these wave lengths are Navy stations, primarily intended for 
use in times of war, but not for commercial service in times 
of peace. Whenever one realises that in times of war the enemy 
would hardly refrain thru courtesy from using wave lengths 
within the restricted range, the vidid objection to closing this 
range to all commerical ship and shore stations, becomes evident. 
The ability to tune skilfully and read thru interference is well 
worth cultivation. 

I feel further that amateurs have been unduly hampered 
by the wave length restrictions which are now current. This, 
however, is of comparatively small importance when contrasted 
with the really serious crippling of commercial traffic by the 
enforced rules concerning GOO meter transmission and the equality 
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of wave lengths between ships and their corresponding shore 
stations. 

I expect that in the near future a paper will be written by 
Mr. Hogan and myself dealing with the question of wave length 
regulation and considering critically whether any wave length 
regulation should be adopted, and furthermore what rules of 
radio traffic are most desirable. I am very dedrous that all 
members of the Institute or others interested, should correspond 
with Mr. Hogan or myself, on this subject in order that we may 
have the broadest expression of opinion on which to base our 
own judgments. 

Referring further to a possible part of the training of the 
radio operator which ha,s not l)eon clearly brought out, it seems 
to me that it would be well to give the students in radio oper- 
ating some courses in reading messages thru atmospheric dis- 
turbances. It would be possible to imitate their effect in the 
laboratory and thus train the student, at least to some extent, 
in receiving thru such strays. 

John L. Hogan, Jr.: I have been much interested both by 
Mr. Packman's paper and by Dr. Goldsmith's statement as to 
the pro])lem of wave length restriction which has been before 
us for some years. It is so nearly a .self-evident fact that the 
present Federal regulations as to radio wave lengths are of an 
unjust and ineffectual nature tliat their adoption seems a most 
surprising thing. The restriction of wave lengths between 
600 and 1600 meters, which is the range best adapted for low 
and moderate power ship communication, to Government use 
is an act which has caused and is causing unfortunate delay 
in the development of the commercial radio art. The require- 
ment that inter-communieating stations both use the same wave 
length, and the insistence that ships communicate always with 
the nearest land station, are also regrettable features of the present 
Convention rulings. 

With reference to Mr. Packman's paper, I must agree with 
Mr. Bucher in his indication that the operating situation of 
commercial radio telegraphy is not entirely "deplorable." 
Nevertheless, there are a number of points upon which the vast 
majority of radio operators could be better trained. 

One of these, which was mentioned incidentally by Mr. 
Packman, receives far less attention than it really deserves. 
This is the matter of operators' handwriting. It has been my 
experience that the "copy" of radio operators is as a rule much 
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poorer than that of wire telegraphers. One reason for this is, 
of course, that the average age of the ratlio men is considerably 
below that of the line men, and that the penmanship of the radio 
operiitor is therefore likely to l)e in a formative stage. Another 
reason is that the traffic in many radio stations, on account of 
its small volume, puts no esjxcial premium upon and offers 
.no especial opportunities for clear smooth handwriting. It 
is a fact, nevertheless, that a radio operator is not likely to 
advance rapidly to l)etter operating positions, and thereafter 
to executive positions, if his handwriting is of an uncertain and 
illegible type. It is not probable that too much emphasis 
can be laid upon the desirability of careful drill in helpiug to 
form the habit of clear and characteristic handwriting. 

A second point is that radio operators in a commercial tele- 
graph school should be trained to copy signals thru static in- 
terference strays. I have known men to be graduated from 
telegraph courses with the ability to read good l)uzser signals, 
at fairly high speeds, and after securing their Government li- 
censes, to fail utterly in attempts to read incoming radio mes- 
sages thru even moderate static disturbance. Until an oper- 
ator has become accustomed to concentration upon signal 
notes in the midst of harsh irregular noises from strays, he is 
likely to become excited and useless if he encounters unusual 
atmospheric interference. If it were difficult to give such train- 
ing during the usual telegraph course, it might be expected that 
the operators would have to wait until they entered commercial 
service for this part of their training. However, it is not at 
all impracticable to combine practice in receiving tiiru strays 
with the ordinary daily code practice which all students of 
radio operating must be given. 

Figure 1 shows a device which is simple and easily set up, 
yet which I do not believe has been used for this purpose ex- 
cept by the National Electric Signaling Company. In this 
diagram, X represents a weighted pivoted contact which drags 
upon the heavily and irregularly knurled surface of a slowly 
revolving metal wheel. Connected in series with this imper- 
fect contact is a battery Bi and potentiometer Rj. By suitably 
choosing the speed of the w'heel and the w-eight of the contact 
at X, the strength of battery Bi, and the position of sliding 
contact on Hi, irregular impulses corresponding to almo.st any 
sort of static may ))e applied to the line wires Li, L^, thru the 
telephone transformer Ti. These irregular current impul.ses, 
transmitted from the line wires, are reproduced in receiving 
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Figure 1 



telephones P«, thru the telephone transmitter T3, as scratchy 
hissing sounds closely resembling those produced l)y atmos- 
pherics. A buzzer sender, consisting of a buzzer of any fre- 
quency Z, a key K and battery Bo, and a variable resistance 
R2. may be associated with the line wires thru another tele- 
phone transformer T2. By varying the potentiometers Ri 
and Rn. tlie relative intensities of strays and signals can be made 
anything desired. It is, of course, obvious that additional trans- 
mitters of various frequencies and intensities can be associated 
with tlie same line wires, and that these wires may \w used to 
conduct the signals to any reasonable number of student's re- 
ceiving telephones, such as Pj. While many modifications 
of the device are obvious, the system as shown has proved very 
useful for such work as I suggest, and practice on it would form 
a desirable part of any radio operator's preliminary experience. 

A third point upon whicli many radio operators are weak 
lies in the adjustment of their receiving tuners. Inductively 
coupled receiving apparatus, having variable primary and sec- 
ondary inductances, and a tuning condenser directly connected 
across the secondary coil, represent the best practice of the com- 
mercial radio service to-day. This apparatus, simple as it 
b, is capable of giving widely different results in the hands of 
operators of different degrees of experience. Setting aside for 
the moment those men who are really able to handle an in- 
ductively coupled receiver properly, the remaining radio oper- 
ators may perhaps be divided into two groups. The first of 
these, which we may call the "primary men," do all their ad- 
justing by altering the inductance of the primary circuit and at 
the same time leave the secondary inductance and capacity 
at some average setting which gives fairly satisfactory results, 
so long as no interference is encountered, The second group, or 
"secondary men," have a great aversion to changing the settings 
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of their primary coils and tune only with the secondary variable 
condenser. It is obvious that an operator who is in either of 
these classes will be certain to get only mediocre results from 
even the most carefully designed receiver. It is highly essential 
that all radio operators should appreciate that with an induc- 
tively coupled tuner they will secure maximum loudness of 
signals with maximum freedom from interference when their 
primary and secondary are both tuned to the wave length they 
desire to receive, and when the coupling between primary and 
secondary coils is properly adjusted. It requires a considerable 
amount of actual practice with inductively coupled tuners to 
learn just how the four variables (primary, secondary, induc- 
tive coupling, and secondary capacity) are inter-related and 
how compensating adjustments in each must be made as the 
others are changed. 

In order that beginners may have training of this sort, they 
are usually given short periods of listening at an operating 
receiving radio station. It is manifestly impossible to handle 
a large class in this way, giving each one of them enough prac- 
tice in tuning to be of much value to him. In order that radio 
schools may deal with this point in a way comparable with its 
importance, I suggest the circuit arrangements shown in Figure 2. 
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In this (liaf^ram, huz/vr exciters producing radio frequency 
currents of any desired intensity and ^roup frequen<^, and 
corresponding to waves of any length and decrement encoun- 
tered in practice, are associated with the line wires Li, !«. The 
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busier Z b conneoted with battery key K, capacity C, and 
the primary air oore transformer T as shown. With the same 
line wires a static exciter such as that described in connection 
with Figure 1 may also be connected. At each student's desk, 
the line wire is connected thru a transformer, such as Tt, which 
has its terminals connected to binding posts such as 1 and 2, 
thru a condenser, as C3. The radio frequency currents set 
up by the buzzer exciters impress forced radio frequency vol- 
tages upon the terminals 1, 2, and if the rapacity C3 and induc- 
tance of Te are chosen so as to represent properly an average 
antenna, any radio receiving set may be connected to the two 
binding posts exactly as it would be connected to antenna and 
ground in a radio station. By tuning the receiving sets so con- 
nected, signals from any of the buzzer exciters may be selected, 
as signaKs from outside stations may l)e selected in practice. 
The difficulties of eliminating highly damped di.sturbances, 
such as those of strays, may also be experienced in this way, 
since the impulse maker X will shock the primary circuit of 
each receiving tuner into oscillation of whatever period it has, 
exactly as static would in an ordinary receiving station. For 
tuning to damped waves, one or more of the buzzer exciters 
may have resistance inserted in their oscillation circuits, so 
as to increase the decrement of the current impulses there gen- 
erated. 

Simple modifications of Figure 2 which will permit students 
to inter-communicate under conditions very closely approxi- 
mating those of actual radio practice may easily be devised 
by following the principles just outlined. It is certain that 
training of this sort would go far toward increasing the traffic 
handling ability of any operator who has not reached a point 
of high efficiency in the manipulation of his instruments. 

By these comments, I do not wish to be understood as in- 
plying that radio operators in general suffer from inability in 
these several directions. There are many men in the field 
of whom their respective service executives may well be proud. 
There are, nevertheless, many inexperienced telegraphers who 
would be greatly benefited by thoro drill in the three matters 
I have discussed. It is my hope that future courses of training 
in radio telegraphy will give Ix'ginncrs greater opportunities 
for thoro understanding of commercial radio conditions. 

M. E. Packman: In reference to Mr. Hogan s scheme 
of using many commercial receiving sets, which, of course, 
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is highly desirable, ho apparently fails to appreciate tlie fact 
that it would require about 25 to 30 receiving sets, costing 
from two hundred and fifty dollars up. Such expense is not 
possible for commercial institutions. 

The work with elaborate artificial antennas in receiving has 
been turned over to the more advanced students. 

In reference to Mr. Bucher's and Mr. Sarnoff's remarks 
in connection with the deplorable conditions I referred to, I 
think that they are both considering the service on the Atlantic 
C!oast which is indeed better than it is in other parts of the Mar- 
coni service. I am more or less familiar with Mr. Bucher's 
school and know that his training is very comprehensive but 
the point is that the demand is far greater than the school can 
supply. I have known men in service who have first grade 
licenses and who are actually unable to receive anything. I 
have known men in my own school who get thru the commercial 
examinations with no trouble who are practically worthless 
as far as commercial service is concerned. This condition has 
been the case for a good many years in the part of the work with 
which I am familiari tho it has been improving from time to 
time. Many operators have been employed who have prac- 
tically very little knowledge as compared with what they should 
have. 

On the Great Lakes, it must be considered that the time 
of navigation does not exceed over nine months and that out 
of 60 or 80 ships, there are only 15 or 20 which run the whole 
year rotmd. This means that there will be 40 or 50 operators 
required at the beginning of the season. Some of the old ones 
return, but only very few, and the first men that call at the oflSce 
are the ones that secure the positions, regardless of their ability. 
The point to be noted is that they are employed without know- 
ledge of the chief operator as to their ability. This condition 
does not exist in the East to this extent. 

(Further material received from Mr. Packman too late for 
insertion in this issue of the Pboceedings will appear in an 
early issue. — Editor.) 
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SUSTAINED RADIO FREQUENCY HIGH VOLTAGE DIS- 
CHARGES* 

Bt 

Hahris J. Ryan and Roland G. Marx 
INTRODUCTION 

In high voltage work, discharges thru the air between con- 
ductors and over and thru insulators can be prevented only with 
the aid of ample knowledge of their characteristics. Discharges 
produced by low (audio) cycle voltages for given conditions are 
now fairly ^^enerally understood. In radio telegrai)hy, hiji;h 
(radio) frequency damped and sustained hi^;h voltage waves are 
eiii[)I{)y(ni. Accidents, including lightning;, j)roduce in high 
voltaic power circuits, in the long run. almost every conceivable 
hi(^h V(iltaKe transient. Such transients may vary from a simple 
over-voltage at normal frequency thru all possible impulses and 
damped oscillations to perhaps a briefly sustained high frequency 
high voltage wave train. Little is known as yet of the relation 
between discharge distances and voltages of the various sorts 
just specified. The evidence so far accumulated indicates that 
for given values of maximum voltage, the discharge distances are 
almost i?idependenl of the characteristic variation of the voltage 
whenever the critical corona voltage is higher than the discharge 
voltage. It indicates, too, that the discharge distances are 
dependent upon the characteristic variation of the voltage when- 
ever the critical corona voltage is below the discharge voltage. 
In regard to the latter condition, this evidence indicates further 
that the discharge distance will be longest when the voltage 
source or transient is most sustained, or when its frequency 
is the highest or when both of these characteristics are present. 
It follows that discbarge distances should be found a minimum 
for low frequency high voltages and a maximum for sustained 
high (or radio) frequency high voltages. It thus appears that 
voltages which can be formed by accident may discharge thru 

* A paperpresented before a joiut meeting of The Institute of Radio £n- 
nneen aiid The Amcrieaa InaUtute of Electrical EnglneeiB, San Francieoo, 
September IQth, 1915. 
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greator distances and do more dama|?e than the same values of 
voltages as used in most commercial work. The following 
experiments were undertaken as a reconnaissance in this region 
of high voltage phenomena. 

DISCHARGE INTO THE ATMOSPHERE FROM A SINGLE 

ELECTRODE 

One terminal of a sustained high frequency high voltage 
source' was grounded, the other was a 1-inch (2.5 cm.) copper tube 
capped with a hollow copper sphere 2 inches (5 cm.) in diameter. 
This spherical end of the high voltage terminal was mounted 
properly remote from all grounded objects. When a voltage 
of 50,000 at 88,000 sustained cycles was applied, a drj' redwood 
stick was brought near to the sphere and then removed. A 
spark passed from the sphere to the stick and immediately grew 
into a heavy brush discharge. See Figure 1. It consisted 




essentially of an active mass of darting streamers. The charac- 
ter of this mass varied from that of a combustion flame at the 
base to the familiar static discharge at the extremities. We 
have been able to determine with a fair degree of approxima- 
tion (by measurement correct to within ten per cent.) that 
the rate of energy supply in the discharge from the electrode, 
illustrated in Figure 1, was about one kilowatt. It is charac- 

» Descriljed in Sphere Gap Discharge VoUngex at High Frequencies," by 
J. Cameron Clark and Harris J. Rvan, " Proceedings of the Am. Inst. Elec, 
Eng'rs," June, 1914, Vol. XXXIII, pjige 937. 

tir,o 



' Google 



teristic of this high voltage, radio frequency discharge, that it 
consumes a large amount of power; and if that power is not 
ayailable, a discharge will not develop. It may start to de- 
velop and one may see some brush momentarily, but not the 
actual discharge. No "flashing-over" effect will be produced 
unless plenty of power is available. The discharge averaged 
about 10 inches (25 cm.) in length, was rather bright, produced 
a hissing, roaring sound, and was not accompanied by the 
familiar odor of oione that is formed by the less violent audio 
frequency or intermittent radio frequency discharges. It is 
easily blown about by air currents. It may be blown by the 
breath from place to place on the hall. It can he fanned with 
a hat from the })all hack alon^ tlic 1-inch (2.5 cm.) conductor, 
and put out as it is driven into the region of lower capacity in 
the vicinity of the conductor, that is, where the fields are less 
intense and where the erierj^y cannot he delivered at the rate 
that the flame or the discharg*' recpiires. 

A modification of the ahove experiment was arranged to 
enhance the flame-like portion of this discharge, and to eliminate 
most of the "brush" part. A circular metal disk 10 inches 
(40 cm.) in diameter, providetl with a i^-itich (7.5 cm.) hole at 
its center, and with M-inch (0.6 cm.) guard tubing facing 
all edges, was hung centrally over, and about 3 inches (7.5 cm.) 
above the 2-inch sphere (5 cm.) terminal by means of non- 
conducting supports. Figure 2 is a photograph of the steady 
flame-like discharge that occurred from the sphere to the plate. 
This photograph was naturally obtained by a legitimate arti- 
fice. In the laboratory, everything was dark when the first 
exposure was made and the flame photographed; and then by 
using some flash-light powder, all the apparatus was Ulumi- 
nated so that it could be photographed also. The flame, tho 
very strong, gives off no great amount of luminous radiation. 
The voltage and frequency were the same as before, vis., 
50,000 and 88,000. The temperature of this flame was high. 
It melted quarts, rapidly disintegrated a tungsten lamp fllament, 
and formed a bead on the end of a Nemst lamp filament. The 
metal of the electrodes was not greatly heated, and little or no 
metallic vapor appeared to enter the arc stream. 

This flame discharge is not stable under all conditions. For 
example when the inductance and capacity of the disk were 
increased by placing in contact with it one end of an insulated 
1-inch (2.5 cm.) copper tube 4 feet (1.2 meter) long, the flame 
discharge was no longer quiet and stable, but became noisy 
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and snappy, tending to develop into an intermittent disruptive 
discharge. The flame became unstable also when the electrode 
gap length of the arc generator was too short in adjustment. 
It appeared to be identical with the flame-like portion of the 




Figure 2 



heavy brush discharge of Figure 1. Time did not permit a 
study of the extent to which the combustion of nitrogen was 
taking place in the flame. It seems as tho something of the 
sort is occurring for the reason that ozone is not in evidence 
when this discharge occurs. 

Tho ability of the radio frequency brush to produce thermionic 
conduction thru glass, porcelain, quartz and all similar refrac- 
tory insulations is perhaps its most remarkable property. This 
is illustrated by bringing any mass of high grade electrical 
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porcelain near to or in contact with the Bustained radio frequency 
electrode. In an actual case, the electrode Was a ^inch 
(1.2 cm.) aluminium tube laid in the top groove of a 33 kilovolt 
porcelain line insulator that was itself placed on an insulating 
support and mounted remote from all objects of opposite or 
ground potential. On the application of 35 kilovolts at 200,000 
cycles, tiie air between the tube and insulatCNr was overstressed, 
small flame discharges conducted the insulator charging currents 
to the porcelain surface where one or more brilliant hot spots 
would appear in about 30 seconds. Further study developed 
the fact that those hot spots were the heads of corresponding 
hot conducting cores that extended into the depth of the porce- 
lain, thus estabHshin^ l)y conduction new routes for the dehvery 
of the cliar^ing currents taken by the porcelain mass. No 
insulation that supports a conductor charjjed with high voltage 
at sustained higli fre(juencies can endure, unless it is so designed 
that not a particle of air or other gas in contact with it is over- 
stressed under actual working conditions. The Fortescue 
. and Farns worth principle can be employed in the design of such 
supporting insulators so as to suppress all overstress of air 
adjacent to the porcelain or other solid dielectric.^ 

SUSTAINED RADIO FREQUENCY CORONA ABOUT A WIRE 

The general arrangement of the equipment employed for 
the sustained radio frequency corona study is shown in the 
diagram of Figure 3; and a photograph tliereof in Figure 4. 
The corona was formed around a number 19, B. & S. gauge 
clean copper wire* held axially in a galvanized iron cylinder, 
15 inches (38.1 cm.) in diameter and 35 inches (88.9 cm.) long. 
Twelve (12) inches (30 cm.) of the wire at the center of the 
cylinder were normally left clear, and the remainder was shielded 
by two brass tubes 7-16 inch (1.1 cm.) in diameter. A third 
tube H inch (1.2 cm.) in diameter was arranged to slip over the 
central portion of the wire, and shield that too when desired. 
In this manner the corona could be suppressed, or it could be 
aUowed to develop by removing the copper tube from the wire, 
anid thus greatly increasing the stress on the atmosphere ad- 
jacent to the wire (because of the smallness of the wire circum- 
ference). We could thus check up the accuracy of the cath- 
ode ray power measuring meter. 

< "/lir CM an Insulator when in the Presence of ImuUUing Bodies of Higher 
Specific indueUm Capacity," C. L. Furtceeue and 8. W. FaiDSWorth, 'Tnna. 
Am. Inat. Elec. Eng'rs," 1913, Vol. XXXII, page 893. 

* Diameter of wire - 0.036 inch = 0.092 cm. 
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Various voltages up to about 30 kilovolts, (root-meannsquare), 
were impressed on the wire at sustained radio frrquoncies of 
88,000 and 188,000 cycles per second; also at 60 cycles per 
second for comparisons. Tlio appearance of the coronas at 
radio and audio frequencies differed greatly, while those at the 




Figure 3 — Diagram of Connections for Sustained Radio Frequeno;^ 

Corona Investigation 

1 — Are Generntor 8 — Corona Win 

9— Air InduetADoe 9 — Cylinder n 

8 — Air Condenser 10— Potential Tapping Cylinder^ 

4 — ^Ronatanee 11 — ^Potential Tappios PUte . 

5— To I20n Volt D. C. Supply 12— Cycloffmph OuMlawl* 

6— ^here Gap Volimeter T3— OuardPlatea ^ s vV.^ ' 

7— Caiboninaum Rwriatance 14— Carbon 

15 — GO Cycle High Voltage Tranaformer 



two radio frequencies differed only slightly. That is to say, 
the enormous difference in corona at radio frequencies Bnd at 
audio frequencies such ns 00 cycles, is a difference th^KMlM 
come about perhaps ^^radually on the way up from 60 cycWIo 
some such value as 50,000 cycles. At all events, to double, or 
a little more than double the frequencies when one is operating 
at a frequency of as high as 80,000 cycles, produces very little 
effect on the character of the phenomenon. The radio fre- 
quency corona appeared very active, it was quite brilliant and 
noisy and gave off an appreciable amount of heat. At 30 
kilovolts the average diameter of the radio frequency corona 
was about 2 inches (5 cm.) whereas that at the audio frequency 
appeared to be less than 1-8 inch (0.3 cm.). A photograph of 
these coronas is reproduced in Figure 5. Two exposures were 
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made on the same film; on the left is a 1-second exposure to 
the corona about the wire at 19.5 kilovolts and 188,000 cycles, 
while on the right is a 120-second exposure to the corresponding 
corona formed at the same voltage and 60 cycles. The camera 
was moved so as to separate the two images. In the original 
photograph the difference is very striking. Not only was the 
exposure 120 times as large, but the result was very nearly as 
many times less. The action is therefore a vastly more in- 
tense one. 
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Some observations were made to determine the relative 
values of the voltages required to start corona about the wire 
at 188,000 cycles and at 60 cycles. All voltages were determined 
with the same 5-inch (12.7 cm.) spherical gap.* Attention is 
called to the lack of information that we have as yet in regard 

• Little has been published as yet in regard to the standardization of the 
sphere-gap for the rneiusurement of rmiio frequency voltage. It appears likely 
that not much more than a Ix^ginning has been made. Until such standardj- 
zations are available, the .'*pherical gap will serve quite well as a radio frequency 
voltjigo gauge for purposes of record and comparison. The working scale for 
the 5-inch (12.7 cm.) spherical gap used herein was arbitrarily chosen &s the 
one determined at ratiio fretjuencies for a 7-inch (17.8 cm.) spherical gap with 
the neutral of the voltage source grounded. Lor. CU. No. 1; also " Dielectric 
Phenomena in High Voltage Engineering," by F. W. Peek, Jr., page 107. 
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to the standardisation of these gaps. Our work has indicated 
very closely that there is little difference between the indica- 
tions that a sphere electrode gap will give for given values of 
voltage at radio and at audio frequencies. However, for the 
exact interpretation of the result as given here, the footnote 
will be helpful. The density of the atmosphere was that due 
to ordinary temprraturcs lu ar soa level. Twelve and seven- 
tenths (12.7) kilovolts were rociuired to start the corona at 
188,000 cycles and l'.i.2 kilovolts corresj)ondinp:ly at 00 cycles. 
The indications of the sphere gap were here assumed to be in- 
dependent of chanp;('s in frequency. 

Myelograms were taken of the energy consumed {)cr cycle 
in the corona about the wire at 00. 88.000 and 188,000 cycles 
and at voltages ranging from 15.000 to 20,000 to determine 
the relative power factors and the wave forms of the currents 
flowing from the wire. The cathode ray tube was used in 
taking these cydograms. The details of the method used have 
been given in the ''Transactions of the American Institute of 
£lectrieal Engineers."^ The actual arrangement of the cyclo- 
graph with its voltage and current condensers as used in the 
present work is given in the diagram of Figure 3. Various trials 
were made to determine that the eydograph gave true indica- 
tions within its limits of action when high frequency high voltage 
was used. These trials were as follows. When the wire at 
number 8, Figure 3, was screened from corona formation by 
sliding the H-inch (1.2 cm.) brass tube over it, the cydogram 
would close up into a right line loop without area. Thus arranged, 
by inserting an ordinary incandescent lamp at number 14 
the cyclogram would open so as to enclose a large elliptical area. 
Again using the radio frequency high voltage, the effect in the 
results due to the hysteresis or other loss in the glass of the 
cathode ray tube was found to be negligible by noting that a 
no-area cyclogram obtained with all four quadrants mounted 
on the exterior wall of the tube remained as such when all con- 
ditions continued the same except that one pair of quadrants 
was mounted within the tube. 

In Figure 0 sample cyclograins are reproduced. Witli the 
aid of the lantern, enlarged images of these cyclograms were 
thrown upon a sketching board and tracings carefully made. 
Figure 7 was engraved from the.sc tracings. The distortion 
noted is due to the fact that the only suitable tube available 

« "A PotiTr Dingrnm Indicator,'' Harris J. Ryan, "TnuiS. Am. Inst. Elee. 
Engin'n," 1911, Vol. XXX, pages 1089-1113. 
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for this sort of work was one of small size. To obtain sizeable 
cyclograms, it was necessary to permit some distortion in their 
lower portions. They are instructive, however, lor they show 
that the radio frequency corona current wave suffers less dis- 




FlGURE 6 



tortion than the corresponding audio frequency corona current 
wave. They also show, under the conditions present, that the 
power factor of the radio frequency corona current was about 
one-quarter of the power factor of the corresjjonding audio 
frequency corona current. The present work, however, as 
stated in the introduction, is merely a reconnaissance of these 
interesting phenomena. It will be profitable to have them 
studied broadly and with great care, especially .so with ample 
and suitable facilities. 

DISCHARC.K BETWEEN BLUNT POINT AND PLATE 

A needle point is promptly melted and burned by radio 
frequency bru.sh discharges. Only blunt points can be used, 
therefore, to determine the radio frequency high voltages require<l 
to discharge given distances when one electrode is or both 
electrodes are in corona. The scheme employed in this set of 
determinations is diagrammed in Figure 8 for the radio fre- 
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quency or audio frequency discharges, and in Figure 10 for 
combined audio and radio frequency discharges. A photograph 
of the electrodes and the sustained radio frequency discharge 
between them is reproduced in Figure 9. 




The blunt pointed electrode connected to the high frequency 
source was a square ended piece of number 12, B. & S. gauge 
copper wire,* projecting axially from the main radio frequency 
high voltage electrode, constituted as before of a 1-inch (2.5 cm.) 
copper tube ended with a 2-inch (5 cm.) copper sphere. A 
galvanised iron sheet, 3 feet (91.4 cm.) square, was used as the 
grounded electrode. Carborundum resistances (see number 5, 
Figure 8), were employed at strategic points to avoid short- 
circuiting the machines that sup[)lied the arc generator with con- 
tinuous current. The 5-inch (12.7 cm.) sphere gap at number 4, 
Figure 8, was used to measure all voltaj^es. The sustained radio 

* Diameter of number 12 wire - 0.061 inch — 0.21 cm. 
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frequency voltages that produced discharges between the point 
and plate also produced at slightly lower values heavy brushes 
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Figure 8 — Diagram of Connections for Point to Plate Discharge 

1 — Arc Generator 4 — Sphere Gap Voltmeter 

2 — Air Inductance 5 — Carborundum Reaistanre 

3 — Air Condenser 6 — Point to Plate Gap 

that extended from the blunt point most of the distance to the 
plate. In fact, the discharges seemed to occur only when the 
brushes appeared to have fully bridged the space between the 
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electrodes. Facilities were laeking for the measurement of the 
large amounts of power that were evidently consumed in these 

brushes. 

The 60-cycle voltage source was substitutetl for the arc 
generator in this sustained radio frequency point to plate dis- 
charge equipment diagrammed in Figure 8; and voltage dis- 
charge distance measurements were then made to compare with 
the corresponding sustained radio frequency discharge distance 




FiuuKE 10 — Diagram of Connections for Discharge with Combined liadio 

and Audio Frequency Voltage 

1— ^Aie Gamttstar 0--C«ilMMfiiBdiim RaiistMioo 

2 — Air Induotanoe 6— Point to Plate Gap 

3 — AirCondenaer 7 — Carborundum Prot^tive ReaiataBM 

4— SphMe Gap Voltmeter 8 — ^Protective Air Induotanoe 

0—60 Cycle Hi^ Voltaca Twurfnrmer 

measurements. Likewise for comparison a few determinations 
were made of the radio and audio cycle voltages required to dis- 
charge from the same blunt point to a similar blunt point in lieu 
of the galvamzed iron pl&te. 

The results obtained for the audio and radio frequency dis- 
charges are charted in Figure 11; and for the composite dis- 
charge values produced by the simultaneous application of 
sustained radio frequency voltage from earth to the blunt point 
and of 60-cycle voltage from earth to the plate are given in 
Table I. Two forms of discharge occurred and are designated 
*'spark" and "arc" discharge. The former occurred at a some- 
what lower voltage than the latter. The spark functioned to 
discharge the main condenser of the radio frequeniy generator 
and the arc to short circuit the 00-cycle and 1,200-volt direct 
current sources. The sums, eciuivalents and difTerences recorded 
also in Table I, and the values at corresjionding differences 
charted in Figure 12 assist one tu understand the parts that each 
voltage took in forming the composite discharges. 
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It is of interest to note (see Figure 11), tliat whereas 135 kilo- 
volts at 60 cycles were required to discharge 16 inches (40.6 cm.) 
from the blunt point to the plate only 46.2 kilovolts were required 
correspondingly at 88,000 cycles. An increase of 7.5 Idlovolts 
at 60 cycles was required by an increase of 1 inch (2.5 cm.) in 




FlQXTRE 11 — Point Discharge 

A— Point to Plate, 88,000 Cycle* C— Points, 88.000 Cydm 
n—Poini to Plate. HO Cyolet D— Points. 60 CyolM 

N airn Radio Fraqiienoy Sphere Gap Voltmeter GUibfatiatt Used ia all i 



the 15-inch (38.1 cm.) discharge gap while the corresponding 
increase at 88,000 cycles was only 1.5 kilovolts. In other word.s, 
as the length of a 15-inch (38.1 cm.) point to plate gap is increased 
the amount of increase of 88,000 cycle discharge voltage is <m€- 
fijth of that required at 60 cycles. 

The composite discharge distances due to the combination 
of audio and radio frequency voltages are virtually the sum of 
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the distances thru which the individual voltages discharge. 
In Table I, column 2, the radio frequency voltages alone would 
have discharged the distances pven in column 6S which when 
subtracted from the actual discharir'' distanros in column 1, 
give the distances in column 7 as the added discharge distances 
due to the audio frequency voltages in column 4. These audio 
frequency voltages and the added discharge distances they caused 
are charted in Figure 12. For comparison the A. I. E. £. standard 
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FiouitK 12— Plot to Accompany Table 1 

For poiati marked thus— o Absdmnii Reprawat ValuM in Colama 7, Ordtnates is Colanm S 
PorpoiatiiiiArhBd thus— O Ab^it<i.t!< Ropr(>9ent ValuMin <>p*«mTi 7, OnttnatM ia Column 4 
A — Curve B of Fyiuro 1 1 
a— A. I. E. E. STANDARD Nwdb Oi^ Cunr* 



needle gap voltage discharge curve and the 60-cycle point to 
plate discharge curve of Figure 11 are also charted as curves 
"B" and "A" in Figure 12. It is thus seen that the added dis- 

» These diBtaaces were obsen'eci for the conditions shown in Figure 10, aiul 
are not identical with distanoea for oorreqwnding voltages obswved for the 
oonditkms in Figure 8 and charted in curve A, Figura 11. 
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chargo distaiiros duo to the superimposed audio frecpienev voltage 
are practically th<> same as the eorresj)()iiding discharge distances 
pro(hu'ed l)y the identical audio fre(juency voltages acting alone. 
In making this e()m|)arison, one must hold in mind the fact that 
the added discharge distance caused by the superposition of the 
60-cycle voltage should naturally be somewhat greater than the 
discharge distanee produced by such audio cycle voltage acting 
alone; because in the former case, no initial voltage is required 
to start corona at the blunt point; such corona is started by the 
sustamed radio frequency voltage. 

The authors desire to acknowledge herewith the valuable 
assistance rendered by their departmental co-worker Professor 
J. C. Clark. 

SUMMARY: 1. Sustained radio irequency corona brushci or flames once 
started are maintained at much lower voltages than those required to start 

them by overstressing and ionizing the atmosphere. They quickly destroy 
even the most refractory insulations by their heating and ionizing properties. 

2. The power factor of the charging current of a conductor in corona due 
to the application of sustained radio frequency high voltage is decidedly 
lower than the corresponding power factor at audio frequencies. Neverthe- 
less, because of the high values of the currents that produce the radio fre- 
quency coronas, the losses they cause may be hundreds of times the corres- 
ponding audio frequency losses. 

3. The sustained radio frequency voltage required to discharge between 
corona-forming electrodes may be as low as one-third of the corresponding 
audio frequency voltage. At higher voltages this ratio will probably be found 
to be less than one-third. 

4. Sustained radio frequency and audio frequency voltages when com- 
bined, discharge thru distances between corona-forming electrodes that are 
substantially the sum of the distances thru which such voltages would dis- 
lAarge when acting akmet due account being taken of their mutual aid in 
starting the corona at one or both of the electrodes, as the case may be* 
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TABLE 1 



Gomlnned Radio Frequency and Audio Frequency Voltages; 

Point to F'hitc I )isch;irp;o 
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40.3 


21.5 


• » a a 


62 


10.5 


1.5 
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40.3 
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38 
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10.5 
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Radio Frequency Voltages at 88,000 cycles. All voltages in terms of five 
inch (12,7 rni.) gap; the (■alil)rat ion being taken as Kilovolts lofFcrtive) 
= 2 -f 45.0 X (Ciap Distance in inches) = 2 + 17.9 X (tlap Distance in cm.). 
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DISCUSSION 



Robert B. Woolvcrton (Chairman): On behalf of The 
Institute of Radio Engineers, I wish to acknowledge the great 
courtesy of the Ameriean Institute of Electrical Engineers in 
the arrangements it has made for this joint session. 

As the advantages of the use of long wave lengths in radio 
communication become more and more evident, it It )^ become 
apparent to radio engineers that they are limited quite strik- 
ingly in the use of these long waves at high power by the forma- 
tion of corona on the antenna. It is obvious, therefore, that 
any light that can be thrown on the subject of corona is of 
intense value to radio engineers. 

Robert H. Marriott: As Mr. Woolvcrton has pointed 
out. a paper of this kind should enable us to antieipate what 
may l)e expected in the way of corona on high power station 
antennas, and in that way we can keep tlown costs. It will 
be remembered that the matteT of antenna insulation has always 
been one of the important thiugi^ in radio work. 

Haraden Pratt: Does the resistance used in connection 
with direct current arc generator circuits vary with frequency? 
Another matter which arises in connection with this paper deals 
with harmonics produced in the working circuits. Taking a 
circuit of 100,000 cycles, I have been able to observe as many 
as 62 harmonics, some more or less strong than others. In 
the event that some parts of the apparatus subjected to the higti 
potentials, such as the concentric brass tubes mentioned in 
this i^aper, should have a capacity that would reinforce one 
or more of these harmonics, might not the added steepness of 
the very high frequency wave affect the character of the corona ? 

Harris J. Ryan: I have had no experience with the vari- 
ation in the resistance of the carborundum rods with frequency. 
I understand that their resistance does vaxy with frequency. 
We were compelled to use these rods as a matter of strategy 
in preventing short circuit currents. Otherwise, it would have 
been disastrous for our a]^paratus. The values of the resis- 
tance, however, were so low that t he results were not affected 
by the presence of these rods. We are confident of that. We 
made tests and assured ourselves of the fact that we were not 
using too much resistance. 

Unavoidably harmonics are produced in the driving voltage 
of the Poulsen arc generator. However, in generating high 
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voltage, the infliutauce of the oscillating circuit must l)e made 
relatively large and the cajnicitance relatively small. The har- 
monics in the arc voltage do not, as a consequence, drive cor- 
responding currents in appreciable amounts thru the whole of 
such inductance. These currents penetrate only a few of the 
outer turns of the inductance whence they are shunted l)y the 
local capacitance of such turns; thus it comes al)out that the 
harmonic voltages arc not impressed thru the entire inductance 
and do not reach the main electrode in appreciable amounts. 
This wo have demonstrated gonclusively by means of the cathode 
ray voltage oscillograph. 

EUeiy W. Stone: In the paper (on page 353), it is 
stated that "Further study developed the fact that these hot 
spots were the heads of corresponding hot conducting cores 
that extended into the depth of the porcelain." I should be 
interested in having Professor Ryan explain how the hot con- 
ducting cores in the porcelain were detected. 

Harris J. Ryan: We have within the last two years again 
and again applied the.se sustained radio frequency high voltage 
discharges to porcelain insulators of many different patterns 
and sorts. We know that a molten conducting core is formed, 
because when a high voltage of radio frequency is applied in 
the manner indicated in the paper in the inunediate neighbor- 
hood of the insulator, there is at first quite a corona display 
for a few moments due to the breakdown of the air near the 
electrode. This disappears immediatelj^ when a bright hot spot 
forms under or near the electrode, and this bright spot is of a 
yellowish white incandescence. As soon as such bright spot 
appears the charging current need no longer be furnished thru 
the outside conducting air (corona) ; but, since there is a con- 
ductor thru the porcelain, the charging current passes to it 
laterally thru the porcelain. 

As regards the molten condition of this core, the discharge 
can be driven to the point that there is actual plasticity. In 
fact, if an opposing electrode is placed under the porcelain, so 
that directive forces are present, the conducting core is driven 
thru the porcelain from one electrode to the other. This experi- 
ment has been performed with porcelain one-half inch (1.27 cm.) 
thick, but there is no reason why it should not be performed 
with thicker porcelain. In these experiments, the hot spot has 
appeared at each side, and the corona has simultaneously dis- 
appeared. Upon stopping the application of the high voltage, 
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tlip coro jiromiitly cools and solidifes. If tlic porcolain is broken 
apart tliru ihv core it is found to lie smooth grained. Ijrittlc and 
glass-like. Left mechanically undisturbed it is often, tho not 
always, found to have regained most of its original dielectric 
strength; i.(«., it will endure the application of audio fretiuency 
voltage to the fi:i-h-over point. Renewed application of the 
radio frequency high voltage without change in the position of 
the electrodes will generally, tho not always, re-establish the 
hot conducting core in the former position. 

An interesting variation in this experiment may be made to 
demonstrate the powerful mechanical drive that exists in the 
path of an electric spark. When a hot core thru the porcelain 
has l)een produced the main electrode is drawn away from the 
porcelain, say 3 to 5 inches (7.5 to 12.5 centimeters). This will 
stop the current flowing conductively thru the porcelain hot 
core and reactively thru the rest of the porcelain. Simultan- 
eously the radio frequency voltage is raised to the value whereat 
the air between the main electrode and the hot core in the por- 
celain is ruptured. A spark is thus set up. It discharges the 
main condenser of the radio (high) frequency source thru the 
hot, plastic core in the porcelain. This spark stops the gener- 
ation of the radio frequency high voltage. By the recovery of 
the generating action of the source in an obvious manner, such 
voltage is quickly renewed so that several sparks per second 
follow one another. When a few sparks have passed, the high 
voltage is turned off and the specimen is allowed to cool. It is 
then broken open whereupon one will often find that a clear 
hole of small calibre, diameter one-fiftieth of an inch (one-half 
millimeter), or thereabouts, has been made thru the porcelain 
core by the blast of the spark. There is here some evidence of 
the electro-physical manner in which a real open puncture is 
formed thru a refractory dielectric. 

In a paper presented to the American Institute of Electrical 
Engineers before another section here to-day, Mr. F. W. Peek, 
Jr., demonstrators that it requires a much shorter time to build 
up and to produce under high voltage a discharge between 
spherical electrodes than between pointed, sharp or even blunt 
electrodes, as long as the "sharp" electrodes are not so blunt 
as to prevent corona from l)eing formed in advance of the dis- 
charge. This is in contradistinction to an arrangement where 
spherical electrodes are employed and they are not widely sep- 
arated, so tlini the coron.'i is not formed in a<lvanee of th<' dis- 
ciiarge. This is a nuitter of great practi<'al importance in deal- 
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ing with the question of arranging jjroperly static arresters and 
reliefs. Incidentally, evidence related hereto wan produced by 
the following experiment at sustained radio frequency high volt- 
ages. Near the main helix of the arc generator, a companion 
helix was mounted. Connected in scries therewith was a high 
voltage adjustable condenser, so that one might easily, hv turn- 
ing the handle of that condenser, pass thru such n (•ai)acity 
value as to bring about n^sonance in the circuit tiius formcMl, 
The detached helix was four or five feet away from the arc helix 
and the oscillating circuit of the generator, and was connected 
to rothing save the adjustalile condenser. In mder to ascertain 
when the circuit was in tuni' for the fr(>(iuency of oscillation of 
the trenerator. tliere was connected across the terminals of the 
condenser a needle gap set at about an inch (2.0 cm.) length. 
As one j)assed thru the exact value for the ca))acity recpiired to 
produce conipletily elTective tuning, an arc would be set up 
between the necdh' ])oiiits. They were promptly melte(l. be- 
cau>e of the rather large amount of power present. Then it 
was noticed that unless one passed thru the correct capacity 
v.'due slowly, tlie discharge did not have time to build up be- 
tween the needle points. It was necessary to pass thru the 
resonance value very (h-liberately. To build up the discharge 
between the points re(iuir(>d appnu-iable time l)ecause it re- 
quired the al)sorption of considcral)le energy. Prolific ioniza- 
tion had to be produced to bring about the discharge. 

Roy E. Thompson: Another ex))laiiation occur> to me, 
however. If two such circuits are coui)led. in general i for elec- 
trical reasons) the second circuit will not follow the first one 
rapidly enough to admit of Morse signals in the hrst .circuit 
being clearly indicated in the second. The "btiilding up" of 
current takes too long in the second circuit, and detuning may 
occur thru reaction on the first circuit. Might tiii.s not be llie 
explanation here also? 

Harris J. Ryan: The point is well taken. If there is any 
effect in connection with these coupled circuits which throws 
one out of tune as the other is tuned to resonance when the 
action is performed rapidly but not when it is performed slowly, 
then this would be an explanation of the time required for the 
discharge to culminate. This is a matter which must be studied 
with great care to prevent arrival at erroneous conclusions. 

Roy R. Thompson: If there were a means for controlling 
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the energy of the primary circuit, it would be possible to note 
whether the discharge took place immediately after closing the 
primary circuit. The retardation due to variation of the sec- 
ondary condenser could then be separately studied. 
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THE EFFKCTIVKNKSS OF THE GHOrXD ANTENNA 
IN LONG DISTANCE KECEPTlON* 



By 

r. b. woolvebton 

The subject of tliis papor was sujrticstj'd in October, 1914. 
when resonance curves were bein^ taken by the writer at Eccles, 
Cal., on waves emitted l)y the various high pow(T(m1 com- 
mercial stations situated in the vicinity of San Francisco, at a 
distance of approximate! \ KM) miles. The antenna used in 
takinj? these resonance curves consisted of the top wire of a 
o-foot ( l.() meter) fence extenchng in a northwesterly direction 
for a distance of approximately 4,000 feet (1,300 meters). Altho 
the antenna so used was quite aperiodic, as might be expected, 
the received energy in the secondary circuit was remarkably 
large, signals being heard from stations in the Hawaiian Islands 
and Alaska. By using the ordinar>' crystal detector, full scale 
deflection was obtained on a Leeds & Northrup portable galvano- 
meter when taking resonance curve data on the wave emitted 
by the high powered Marconi station at Bolinas, Cal. 

In view of the results obtained at Eccles, the writer con- 
ducted on October 9th and 10th, 1915» experiments of a some- 
what more quantitative character at the Palmer B. Hewlett 
ranch, situated 90 miles (140 kilometers) south by east of San 
Francisco. The receiving apparatus was of the de Forest 
"ultraudion" type (oscillating audion), using a second step 
amplifier audion bulb, and the audibilities were read on a "Wire- 
less Specialty" audibility meter.f The connections are shown in 
detail in Figure 1. 

It will be noted that two pairs of telephone receivers are con- 
nected in series, thus reducing the audibilities nearly 50 per 
:;ent., but it was found that the audion circuit would not oscillate 
when but one pair of receivers was used, with the audibility 
meter shunted about it. 

Before beginning the experiments, it was thought that a com- 

• Presented Ijelore The Institute of Hadiu Engineers, 2sew York, 
{November 3, 1915. 

( t A variable multi-rontaft rfsistanre, praduatccl (lir<>ctly in "tirnos audi- 
bility" for Ube with a definite telephone receiver of the I'ickurd type. — 
BOITOB.) 
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paratively long single wire antenna would be so directional in 
effect that it was decided to confine the readings to one particular 
station; and Sayville, Long Island, was chosen, the antenna 
being made as nearly directional toward that station as pos- 
sible. Buildings slightly interfered with this plan, however, 
and the antenna's true direction from the receiving apparatus 
was west-southwest, instead of more nearly west. As soon as 
readings were begun, it became apparent that this directional 
effect did not exist, as will readily be seen from the Honolulu 
audibilities in the "Audibility Table," Figure 2, and the "Direc- 
tion and Range Chart," Figure 3. The two antennas consisted 
of 500-foot (160 meters) and 1,000-foot (320 meters) lengths 
respectively of a single Number 28 B. & S., cotton covered, 
magnet wire,* laid on dry earth without support at any point. 
The audibilities for the four transmitting stations are shown 
in Figure 2. 

It will be noted that in the case of each station received 
from, the signal strength is more than sufficient for reliable 
communication, particularly when it is realized that the Mudihility 
of atmospherics was unity in each case. Atmospheric autlii)ilities 
taken (iuriufi the ixtIchI of the tests, on a hve-wire antenna, 
1.") feet liiiih and 'M)0 feet lon^. averauccj 100. 

l igure 3 siiows the direction of tlie antenna with respect 

* Diameter of Xuaihcr 2H win'=l).U12() inch -0.0320 centimeter 
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FioiTRE 2— Table of Audibilitiea 



to the stations received from, with the distances of the stations 
plotted to scale; and it immediately suggests experiments to 
determine the most effective design of a ground antenna. These 
experiments will shortly bo unflcrtakon by the writer, using 
various lengths, heights from the earth, aiul higli potential ends 
both open and cart lied. In view of the (•onii)aratively high 
ohmic resistance of the antenna wire used in the above tests, 
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Figure 3 — ^Direction and Range Chart 



the use of a larger wire should give eonsideral»ly y^reatcr aud- 
il)iiities. If such sliould b<' tiu' ca-c, and sufiicicntly lii^h aud- 
ibilities arc obtained for daylight reception, it would seem that 
tln' ground antenna nia\' be the solution of the >criou> proldem 
of eliminating atmo>plicric interference, not to mention the dif- 
ft ictice in co>t of tlu' construction and maintenance of such an 
antenna, as compared witli tiiat of tiie present type. 

In ch)siny; the writer wishes to express hi- .ip|)rccial ion for 
tiic courtesy and valuable a-sistance rendered b\' Mr. Palmer 
B. Hewlett, of Holiister, Cul. 

SUMMARY: Using an antenna several hundred meters long stretched on 
the ground, signals of an audibility up to more than one hundred are re- 
ceived from sustained wave stations 4,000 kilometers away. Atmospheric 
disturbances are found by the experimenter to he less troublesome relatively 
than when using a normal antenna. A further series of development experi- 
ments are outlined and will be undertaken. 
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DISCUSSION 

Alfred N. Goldsmith: In {)rosenting this paper to the 
Now York incmhcrshij) of the Institute, it is to l)e noted that 
the paper gives only preliminary experiments and that Mr. 
Woolverton is earrying on further experiments and will lay 
the results of these experiments before the Institute. The paper 
is nn'rely an introduetiou. It is further to l)e noted that Mr. 
Woolverton is well aware of the previous work done in this 
field by Messrs. Marconi, Braun, Zenneck, Kiebitz, Taylor 
and others. 

Lester L. Israel: So far as the ground antenna is concerned, 
it has been worked with very largely without much success 
in the past. In Cuba particularly, a ground wire 1000 feet 
(300 meters) long was used and signals were received with about 
the same intensity as on an antenna 100 feet (30 meters) high. 
So far ns atmospheric disturbances were concerned, the results 
were anything but satisfactory. It must be mentioned that 
if any advantages were obtained by Mr. Woolverton in the 
use of the ground antenna, the ground conditions in the neigh- 
borhood where the experiments were tried would be largely 
responsible. 

Alfred N. Goldsmith: In reading thru a rmml)er of pnpers 
on this topie by Kiebitz, it was found that this experimenter 
claimed that he found no change in the ratio of signals to at- 
mospheric disturbances of reception by using the ground an- 
tenna, as compared with the ratio for an ordinary antenna. 

Lester L. Israel: In experimenting with ground antenna, 
Mr, Hill found that an antenna grounded at one end could 
be tuned but in cases where it was entirely ungrounded, tuning 
was practically impossible. 

Roy A. Weagant: From the statements which have been 
made so far, it is not very elear whether Mr. Woolverton was 
working in the immediate vicinity of the elevated aerial or not. 
I believe that Mr. Woolverton referred to an aerial about 45 
feet (15 meters) high. The influence of such an aerial on re- 
ception by means of a wire stretched on the ground would be 
very great. 

We are not able to judge completely as to the efficacy of 
the ground antenna in eliminating atmospheric disturbances, 
because Mr. Woolverton gives the strength of atmospheric dis- 
turbances and signals on his ground antenna and the strength 
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of atmospheric disturbances on the elevated antenna, but he 
Hoes not give the necessary data as to the strength of signals 
of the elevated antenna. Such information should be sent. 

So far as my own experiments are concerned, I do not know 
if there is any advantage in using the ground antenna. It seems 
that the ratio l)etween signal strength and disturbance strength 
is constant regarfUe.ss of the type of antenna used. Sometimes 
advantages which are oi)tained with low aerials are due to the 
fact that the receiver u.<ed. for example the audion, has an upper 
limit of response. If it is struck by a stray impulse of more than 
a certain strength, it is simply temporarily paralyzed, and 
no further immediate response is obtained. 

Alfred N. Goldsmith: In connection with the experi- 
ments which Mr. Woolverton is carrying out, any suggestions 
addressed to Mr. R. B. Woolverton, Custom House, San Fran- 
cisco, Cal., will be welcomed by Mr. Woolverton, who is interested 
in obtaining the widest possible expressions of opinion relative 
to experiments of this type. 

Robert B. Woolverton: Every effort was made to prevent 
the elevated antenna from affecting the results on the ground 
antenna. The elevated antenna circuit was kept wide open, 
and in addition its direction was exactly at right angles to the 
ground antenna. However, in future experiments, the elevated 
antenna will be taken down. 

Every effort was made to keep the sensitiveness of the 
ultraudion constant. The Los Angeles station of the Federal 
Telegraph Company provided signals used as a reference con- 
stant before reading audibilities on other stations. Further- 
more, the de Forest bulb used in all the tests was an especially 
gooi one, and practically no difficulty was experienced in keep- 
ing its sensitiveness constant. 
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THE DESIGN OF THE AI DIO FHlX^rEXCV CIRCUIT 
OF QUENCHED SPARK THANSMITTERS 



By 

Juuus Weinberger 

(Including a Supplementary Discussion of "Kosonauce Phenoniena lu the 
Low Freowncy Circuit," by H. K. IlallliorK, Pi<(>cbbdinc!s of tbe Insti- 
tute or Radio Enginbbiib, Volume 3, Part 2, 1915, page 107.) 

A large number of contributions to the literature of radio- 
telegjaphy have l)een made upon the subject of the so-rallctl 
"resonance transformer." These have been both experiiiiciitai 
an<i theoretical. The experimental c()ntril)uti()ns, as a plural 
rule, iiave been investigations of the resonance transformer 
under actual oi)cratinfi conditions (that is, with the secondary 
condenser disdiar^iji^; periodically thru a spark gaj)). whih^ the 
theoretical contributions have generally assinned a steady state 
of affairs (the secondary condenser tu)! biMn^ dischartjed ) ; in 
this case the method of treutmeul iiutj been that employed for 
two coupled circuits. 

In actual practice, such as in the operation of quenched 
^ap set.s, the recpiirement of a clear note involves the discharge 
of tlie secon<lary condenser at the peak of the wave each half 
cycle. It would seem, therefore, that the tninslinl phenomena 
in the circuit would be the determining factors of voltage and 
current, rather than those of the steady state of affairs; that is, 
conditions would never assume the steady state. 

To investigate these conditions, we can reduce the whole 
resonance transformer circuit to that of a simple inductance, 
capacity and resbtance in series (Figure 1), as has been shown 
by Mr. Hallborg. T)ie inductance L includes all the induct ances 
in the circuit — generator inductance, transformer leakage 
inductance, inductance of any series choke coils, and so on. 
The condenser C is the secondary condenser reduced to the 
primary circuit by multiplication by the square of the ratio of 
transformer voltages. The resistance R includes resistances in 
the primary circuit and resistances in the secondary circuit 
reduced to the primary by division by the square of the ratio of 
transformer voltages. 
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The differential equation for such a circuit is 

e-Bc08(tf-O = Ri-fx^^ + XeJ"id^ 

where 

E » manmum generated * voltage 
Xe — condenser reactance 
X » inductive " 

^o"* fti^ angle to be subtracted from ^ if e is not zero for t » 0. 

The potential difference across the condenser terminals can be 
found from 

V = Xefidd 

when equation (1) has been solved for i. 

Since we are mainly concerned with this V, we will omit 
wriUng the solution for i, but give that for V immediately: 

V - sin (^^ - (?o-7) +^^'^ s " ^« ' {sin (H^ + 7) cos ^ ^ 
+ I sin (tfo + 7) - — cos {p^ + 7)l8in . 



2x 2q 2x J 



where 



Z» impedance, 

7 — phase difference between generated e. m. f and i 
q = \/4xxe-Il* 

eo » value of potential difference across condenser terminals at 

the time t = 0 

io = value of current thru the circuit at the time t 0. 

•This is nU the voltaic across the generator terminals. If the penerator 
armature has appreoialile indu(>tan(<e comparison with the rest of the cir- 
cuit) there will be u drop in voltage inside of the armature and a very much 
higher voltage wUl actually be generated than that which ia measured at the 
terminals. 
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Consider the conditions introduced in the circuit immediately 
after the condenser has sparked over, at one peak of a cycle, 
and the spark has ceased. This is the moment for which we 
take t « 0. The important thing to be determined is: — ^what 
will be the voltage across the condenser tor 0 (that is, at 
the next peak of the cycle)? Will it rise to a sufficient value 
to cause another discharge? Or, rather, will it rise to a value 
equal to that, at least, at which the previous discharge took 
place? If not, the requirements of a clear note, of twice the 
generator frequency, will not be fulfilled. Also, it is this dis- 
charge voltage which determmes the energy absorbed by the 
condenser. 

Taking the equation given for V, we can introduce the 

foUowinfj; Bimplifications: 

(1) Since we will consider the circuit as being resonant, we 
have Xp = x, and shall substitute x for Xc accordingly, thruout. 

(2) Since the circuit is resonant, the current and generated 
voltage arc in phase, hence 7 = 0. 

(3) When the condcnj^er discharges, the i)ot('iitial ditTcrence 
between its plates is reduced to zero. Hence, at the moment 
we are consi(k'ring, e„ = 0 

(4) The spark occurs when the generated voltage is zero. 
Since i„ is in ])liase with e„, i„ = 0. 

(5) Since the circuit is resonant, Z = K. 

((3) R- can usually be neglected as compared with 4xXe. 

Hence 
Or, since 

(7) In our cai>e, 
Substituting these conditions, we obtain 

Ex. m . Ex -"/I M t ^ A 
= ^ (-co8<')+---s '''' <co8<^ -|-2^sni//> 

To show the general shape of this curve, which gives the 
voltage across the condenser at any moment after the time 
t = 0, it has l)ecn calculated for a specific ca.se ((" = 20 micro- 
farads and li « I ohm), and is shown in Figure 2. In the same 
figure the curve of generated voltage (a sine wave), is given for 
comparison. 
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This condenser voltage, V, will reach its nuudmum for 6 ^i:. 
It will then be 

E 
R 

This, then, is the potential at which our "reduced" condenser 
will discharge. The actual condenser, across the transformer 
secondary^ will, of course, discharge at a voltage which is simply 
this VniRs multiplied by the transformer ratio. In Figure 3, 
cwves are given for V„,,, in terms of £ (the. maximum generated 
voltage) . It will be seen that for ordinary conditions of resistance 
(that is, R between sero and 1 ohm), V « 1.5 £ is a good average 
value. 

To find the R. M. 8., or effective value of V is desirable, 
since this is the voltage that a voltmeter placed across the 
transformer primary will read, and this is also the voltage for 
which the transformer primary must be designed when the 
equation Vof f « 4.44 A B n f - 10"« 
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b tised, where 

^eff — R M.J^- volts across transformer primary 
A — (TOSS sectional area of core in square cms. 
B = flux density, in lines per square cm. 
N = nunilx r of turns of primary winding, 
f = supply frequency. 

This eflfective value of V is 

v.„ -v;X(-'i^»-:-^'if--»-{""-^s-^'l)" 

It is found* that 

Ve„ = 0.504 Y„„. 

The design of a quenched gap set to operate under resonance 
conditions becomes a relatively simple matter. Let us take a 
numerical example for a 500-eycle, 1 kilowatt set, operating with 
a 110- volt generator f l.')4 volts maximum). 

We shall first find the equivalent primary condenser (i. e. 
the secondary condenser reduced to the primary circuit), required 
to absorb 1,000 watts, from 

W = nCV* 

•This value was Uetcriuinud graphicallv, the intcgrutiun Ijemg doue by 
measuriDg the area of the squared curve with a planiineter. 
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Since 
Hence 



V = 1.5E = (1.5) (llOjV'i = 266 volts. 
1000 = 500 C (233)2, 
C = 37 microfarads. 



To tune to 500 cycles with this capacity, an inductance of 
2.5 millihenrys is- required. This can be made up partly from 
the generator armature inductance (usually this is between 
1 and 5 millihenrys for a 1 kilowatt, 110-volt machine), and the 
rest obtained either by a transformer having thb amount of 
leakage inductance, or else from a transformer with no appreciable 
leakage and series choke coils. I believe the latter method to 
be preferable as it admits of greater flexibility. 

The value of the equivalent primary condenser (or rather, 
the ''reduced" secondary condenser, as I have called it), being 
now fixed, the actual secondary condenser is determined by 
deciding on a suitable transformer ratio. The value of this 
secondary condenser is usually limited by conditions of wave 
length and also by the discharge current which the quenched 
gap in use will stand. A large condenser means heavy currents 
and considerable heating in the gap, while a high discharge 
voltage and a small condenser would require many gap sections 
and cause insulation difficulties. It is, I believe, common practice 
to employ about O.OOG microfarads as a secondary condenser 
for this typo of set. 

Having thus ilcteriiiined the ratio of primary to secondary 
capacities, the transformer ratio is of course fixeil; and it is only 
necessary to design a transformer of the ratio desired a simple 
matter witli a ('losed core transformer of neplip;ii)le leakage. 
Note sliould i)e taken of the fact previously mentioned that 
when tlie usual transformer formulas are used, the effective value 
of V (that is 0.504 \ nja») should be used as the voltage across 
the primary. 

Practically, the operation of (pienched ^^ap sets is at a point 
slightly "off" resonance. However, it is hardly necessary to 
operate with a condenser as much as 20 per cent larger than the 
resonance capacity. The fore^;oinjz; results can. tlierefore, be 
applied as very good appro.ximations to actual practice; and 
have been found to be quite satisfactory for this purpose. 

[Since the above was written I have become aware of an 
article by L. B. Turner* upon the same subject. Following a 
somewhat different procedure, Turner reaches practically the 

*L. B. Tumor: "Electrician," Vol. 69. 1912, pa|?e <'.94: ''Dcr Schwing 
iinRskrois nicdripcr Froqucnz in dor FimkeuteleKiuphie," "Jahrb. d. Diahtl 
Tel.," Volume 9, lieft 2, page 141. 
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same results as given al)()ve. with the exception tiuit he ne- 
glects the resistance of tlie circuit. As Figure 3 shows, how- 
ever, this would lead to considerahle inaccuracies, for larj^e 
resistances, and is strictly correct only for R = 0. Turner 
obtains the result 



SUMMARY: The paper gives the operating theory of the power transformer 
and alternator circuit of quenched spark gap transmitters. The secondary oi 
the transformer and its loading capacity are reduced in the usual way to 
equivalent primary inductance and capacity. The theory of the transient 
phenomena occurring at the sudden discharge of the condenser is then 
developed. It is shown that under ordinary conditions the maximum con» 
denser voltage (reduced to the primary circuit), is 1.5 times the maximum 
voltage generated in the alternator. The effective l orR. M. S. ) condenser 
voltage, reduced to the primary, is found to he 0.504 times the maximum 
primary voltage. It is this R. M. S. voltage which is used in the usual trans- 
former design. The theory as clearly illustrated ior the case of a 500 cycle 
1 K. W. set. 




Washington, D. C, July 1, 1915. 
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THE PUPIN THEORY OF ASYMMETRICAL ROTORS IN 

UNIDIRECTIOISAL FIELDS 



WITH SPECIAL REFERENCE TO THE QOLD6CHMIDT 

ALTERNATOR.* 

Bt 

Benjamin Liebowitz 

Since its advent, the radio-frequency generator of Professor 
Rudolph Goldschmidt has been the subject of much discussion, 
and several theories of its action have been advanced. The 
theory of the Goldschmidt alternator, however, is but a special 
case of the general theory of asymmetrical rotors in unidirectional 
magnetic fields, which latter has been developed by Professor 
Pupin, and on which he has been lecturing during the past seven 
or eig^t years. The Pupin theory, therefore, antedates the 
Goldschmidt alternator by several years, but is little known 
except to those who have attended his lectures. The object of 
thb paper is to give the theory its due publicity. 

CIRCUIT iiAVING VAKIABLE INDUCTANCE AND NO 

RESISTANCE 

It will be helpful, perhaps, before considering Pupin's problem, 
to take up a simple, hypothetical case first, viz., a circuit having 
a periodically varied self-induction and no resistance. Imagine 
a circuit made up of two coils connected in series, the one having 
inductance Li, the other inductance Lj, and let M be the maxi- 
mum value of the mutual inductance between the coils. When 
they make an angle ft with each other, the mutual inductance 
l>etween the coils is M cos 6, (See Figure 1) Let the circuit 
be supplied with a source of constant r. m. f., K (e. g., a bat- 
tery), and let R be the resistance. If one of the coils is con- 
tinuously rotated with angular velocity (o, the total self-induction 
of the circuit will vary periodically in accordance with the 
equation 

L =- Li-|-Li + 2Mco8<tft. 

* Delivered before the Institute of Radio Engineers, New York, May 5, 
1015. 
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|^(Li + L» + 2Mcosapt) xjj 



The inductance reaction will therefore be 

d 

dt| 

where x is the current in the circuit at any instant. For brevity, 
put 

aud the inductance reaction becomes + ftcosw t) xj- 

The resistance reaction is Rxi hence the equation of reactions is: 

^ (/ H- /* cos wt) x 4- Rx » E. 

dt 

Tliis ('(|u:itinii. as it stands, conn's under Pupin s jirohlein; 
what we arc intcrcsttMl in for the moment is the simplification 
wliieh results when the resi>tan('e H is assumed to be vanisliingly 
small. We must a<--unie, of eourse. that K also becomes vanish- 
ingly small, altho the ratio K/li = X is to be regarded as finite. 
With tliese assumptions the equation of reactions becomes 



^|^(/ + MCO}>^«>t)xj = 0; 



dt| 

the solution of which is 

(/. -\- /*eos (0 t) X = K, 



Digitized by Google 



whence x = ^ 

/ 4- /* t;os to t 

K is a constant of integration, depending on the initial con- 
ditions. If we assume, for example, that 

X 

then K 

Therefore x 

Tiiis e(iiiation shows how the current varies in a circuit 
having a periodically varied self-induction, an initial current, 
and no resistance. Its graph is given in Figure 2 for the case 



= X when t = 0, 

= (/ + A*) X = |- 

^ JA^ /i) X 
+ M ct)s (,} t 




where X = 1, / = 1, = 0.9. Since it is an even function, 
it is developable into a .series oi cosines. Carrying out the 
development we obtain 



-h/i)x 

/. -f- M cos 



^ = 2Xx • . + Hcosrut + B-cos2*ot + 
^ (0 1 ^ / — \ 2 

B^cosa^'U + y 



where 13 = ^ ( M" - 1 - ' = H . l - _ i 
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Now, the inductance of a circuit without capacity can never 
become negative, hence 

Li + Li + 2Mco8a>t > 0, 
LiH-Li>2M and ;>M. 

Hence B is a negative quantity whose absolute value lies Ijetween 
0 and 1. B is 0 when M is 0, and B = - I when L, + = 2 M ; 
i. e., when / = fj-. This can never happen, but if it diti. we see 
that the amplitudes of all the harmonics of x would be ecjual but 
would alternate in sign, and the series would not be convergent. 
In all other cases we see that the amplitudes of the higher 
harmonics decrease in geometric progression, and that they al- 
ternate in sign as before. Obviously the series is convergent. 

The case just considered is a purely hypothetical one, of 
course, but I have worked it out in some detail because of the 
light it throws on the difficult problem presented by the actual 
circuits. 

For the benefit of those who are not familiar with the theory 
of transformation of equations, a few words on this topic may 
be said. Suppose we have an equation of any nature whatever, 
in any number of variables. To fix the ideas, let there be two 
variables, x and y, and let the equation be given by 

f(x,y)=0. 

To aid in solving this equation we may substitute for x any 
legitimate function in any number of new variables, and likewise 
for y. Suppose these transformations involve 2n new variables; 
upon (2n — 2) of them we ni:i\ impose any conditions we please; 
this leaves two variables, tlie relation between which must be 
determined from the original equation, f (x, y) = 0. 

CIRCUITS HAVING INDUCTANCE, RESLSTANCE, AND VARIABLE 

MUTUAL INDUCTANCE 

Turning now to Pupin's theorj-, we consider first the case of a 
circuit having resistance R, inductance L, and a constant im- 
pressed e. m. f., £. ; \^ the field of this circuit is rotated another 
circuit having resistance S and inductance N. For any angle 6 
between the coils, the mutual inductance is given by M cos 6. 
(See Figure 3.) In the first chrcuit, the reactions are the in- 
ductance reaction Ljt' the resistance reaction Rx, and the 

at 

e. m. f M T- (y cos (o t) due to the presence of the rotating 
d t 

circuit. In this latter the reactions are the inductance reaction 
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N — > the reastance reaction S y, and the e. m. f . due to the 
at 

presence of the stator circuit, M ^ (x cos «* t). (Thruout this 

paper, x shall denote the current in the stator, y the current in 
the rotor, and to \ he angular velocity of rotation.) The equations 
of reactions therefore are: 



Pupin's rigorous solution of these equations is the backbone 
of his theory. Having once obtained the solution of these 
equations, it is a relatively simple matter to extend the theory 
to more complicated cases, e. g., with condensers in one or both 
circuits, impressed e. m. f.'s varying periodically with the time, 
etc. We shall treat in some detidl, therefore, the case now under 
consideration. 

To equations (1) apply the transformations: 






X = Xo H- Xo + X, + x<i -f 

y = yi + y» + y* + y; + 
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getting: 



(3) 



+ L^^J + R X2 + M ^- (yi cos o» t) 
+ L ^ + K X4 4- iM ^- (y, cos w t) 
+ L ^ + R x« + M ^ (y4 cos 10 1) 



+ N + Sy, + M (x,co8«t) 



dt 
(lys 



dt 



I « • • • • 

+ . . . . . = 0. 

Wt' may ropard tins transformatiuu as one iiivuiving tlie 
2n + 2 varial)le.s: 

X,.. Xj, Xi x^nj Vi. y.i. y5 . . . . Vsu fi; 

where ii is made to a|)i)r();ich infinity. Tlie transforms I ion is 
tlierofure an infinite one, and we may impose mii infinite nnmher 
of arbitrary conditions; the only requirements to lie fulfilled 
are that the snins x^ + x.. -f Xi -|- .... and yi -f y^ -f y-, -|- 
. . . . sliall satisfy their respective equations and tliat they 
shall he convergent. 

Impose on yi, Xs, y«, X4 .... the following conditions: 

^ (a) L'Ij'^^ +Rxo-'E 

dt ' dt 



(b) N 7; + '^y, + M (.x^coswt) = 0 



(c) L + R x.> + M (y, cos « t) = 0 
(It d t 



(c) N ^^ + '^y. + Mj'^(x,cos r.t) 
(d) L ^* + R X. + M (y3 cos <o t) = 0 

(d j N 'l^^ + S y, -f M (X4 cos CO t) 



rl 



= 0 



= .0 



»9I> 



Diyitizeu by GoOglc 



These conditions obviously satisfy the transformed equations 
(3) for they make each part of the left-hand members of (3) 
vanish separately;' hence they satisfy the original equations (1). 
Furthermore, these conditions lead to a convergent result, as 
will presently be shown.'" 

The result of the transformations (2) is to break up the 
original equations (1) into an infinite series of equations (4), 
each of which can be solved if those preceding it are solved first. 

Disregarding tran^ent states thruout, the solution of (4a) is: 

(5a) " 1* 

Substituting this in (4b) gives 

N -f Sy, = - MXo|f (cos«»t) 
B M bin t. 

The solution of this is: 

yi= „ ^ sin(<tft-gi) 

(5b) where Zi = V (<«>i\)- -f 6" and 0^ = tnii"^^' 
Substituting this in (4c) gives: 

^dt + - " ^^~ dt[2 i"^'" (a* t - "0 - «.j 

The solution of this is: 

f x,.--(^*'^^')^''-co8(2«>t-^.-^^^^ 

I where Zi -V (2<o L^+B? and - tan"* • 

Substituting this in (4d) gives: 
-».T d Yi . M* Xo d r 1 /ox ti\ 

N^+sy= Z.Z. dtk"'^^""*" 

« - [2 ~ 

+ l8inO.>t-^i~/^a)j- 

•Later we shall deal with a case where the scries arc divergent, but it will 
be shown that even in this case Pupin's tmurformatioii is justified by the 
physical phenomena. 

391 



Digitized by Google 



The solution of this is: 



(6d) 



where Zt -\/(3o»N)« + S? and dt - tan"*^-^- 



We may continue in precisely the same manner to get 
x«» ys, x«, yr, .... in turn. The complications multiply very 
rapidly, however, so I shall merely write down the values for a 
few more terms. 



(fie) 



Z 



I lit ^4 



2ZaZs 



cos 



2 Z, Z, ''''^ t-2<?i-2^,) j 



^whcre Z* = V (4 L)- -f- and = tan * 



(wM)^ \o 



2 Z| Zi Z( 



8in(5«*t -di-dt- til- 0^-0%) 



+ 2 2; sin (3 - - 2 - (Z*) 



9 



+ . sin (Salt - tfi - 2(^, - 2(^,) 

4 Lii Zia' 



(«) 



4 Z/i /jj />3 



4 iti Li 



^where Zfc = V(5«»N)* + S*andff*=tan g— • 
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(Sg) 



+ 22^-^C08(2..it - ^1 - 2^/, - 2<^, - 
+ 42^1 cos (2 <u t - - 3 ^, - 2//,) 



+ 427z^ cos (2 oi t - 3 - 3 ^) j ) 



where Z, = V (6 wL)* + and fl» = tan"*^^- 

We see, therefore, that the current yi contains the frequency 
^1 the current Xt the frequency the current^ y% the fre- 

quencie8-:^and — r the current xi the frequencies :r~ and tt—i 

the current the frequencies ^ ' » ^- and *^ J etc. That is, 

the current ysn+i contains ail the odd frequencies from 

(2n4-l) ^ - down to ~-» and the current xm all the even 
2;r 2;r 

frequencies from ^!i!!!down to^- If we collect all the terms of 

2ff 2;r 

frequency ~- and denote the result by 351, those of frequency 
■T — and denote the result by {2, etc., we get: 

(6a) 5. = sia (.»t - ft) - ^™|]^^° sin ('-t - 2 6. - ft) 



+ '45;f£';;smK-2ft-2ft-ft) 
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sin (flit- 2tf,-2$i-2fl,- ^4) 



(Ob) {, = 



_ 9(f>M)H„ 
2 Z, Z r Z.^ Z4 

4 Zi Z,3 U 

2 Zi^ Z2» Zi 



cos (2<«»t - - 2di - 26i - ^4) 

cos (2wt - flk-2 ^) 

cos (2<»t - 2^1 - 3 6i - 6i) 



(6c) ^. - - '„^"'^^)'''°sm(3»t-e.-«. -a.) 

Z ^1 iJi ^3 



+ "it?';:" Bin (3<.t-e.-<».-2e.-«.) 

- 2SSfe.^" - - 2ft - 2 - ..) 

-fz!l^5--(a'-''-«.-«»-a«-2ft) 
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2ZlZ22Z3'Z4 ^ I ^ ^ AJ 

- 9 ("^^0' Xo sin (3 «,t - 2^ - 2^ - 26b - ^0 

4Z,2Z2-Z,-Z4 ^ 1 V, V, , 



(6d) = ^j'" COS (4 <n - ^1 - ^2 - ^3 - ^4) 

£11 L\ Z3 ^4 

- zj|^^,'|^ «o« (4 o.t - «. - 0. - 2 - 2 0.) 

- A?^'^?'^: cos (4 «.t- ft- 2«i - 2 A - fl.) 



2Z,Z,'Z.'Z4 

2 Zi*^ Z2' Z3 Z4 

+ . 



3 M )" ™. (4 «,t - 2«. - 2«b - fl. - ft) 



*4" ,»♦•••• 

(6e) 9. = ^''^^8in(5«t-ft-ft-ft-ft-A) 

Z Z(l />2 /-^3 ^5 

+. . . 
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• • • * • 

- - 4 Z. Z. Z. Z, Z. Z. Z, (7 "t 6, - - 0. 

~ ^ ~* ^) • • • • • 



Finally 

X = H- + f* 4- f 6 + fs + 

^ ^ y =» 551 H- Jja + + + 

These series are Pupin's solution of the fundamental dif- 
ferential efjuatioiis (1). They are, in effect, Fourier's series, 
each amplitude of which is an infinite series. Their physical 
significance is most easily brought out after their convergence 
has been demonstrated. 

PROOF OF CONVERGENCE WITH VANI8HINGLY SMALL 

RESISTANCES 

I have found a relatively simple proof of the convergence by 
first letting the resistances become vanishingly small, which leads 
us to series that are obviously convergent, and then showing that 
the re-mtroduction of finite reastanoes does not affect the 
convergence. 

When R = S-0, ^|«^-^- -|, 

and Zi = wN, Z, = 2wL, Za = 3«N, Tn^iaL, 

Hence 55 1 becomes 

9 /Npy . / 7-\ 

"8x8>r9iLN; ""r'-T; 

...... 
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(8)i 



+^f,^:r+ •} 



Hence: 

+ } 

Similarly 

28 /M2 V 
2« VL N/ 

■} 

•} 

+ • * • j 

Now, by expansion in power series we find: 

_4(sy- 

+1©'- ■} 
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-my- } 

^9 • • • • • « • 

From (8) and (9) there results: 

'"'""•M('' V'"LK j°°"" 
«--M-('-%''-S)'— ' 

f'-="-('M!)'('-V'-ra)j"'"' 

„ L/LNV/, /, M' V r * 



Hence, putting for brevity: 



we get 



(S)(-^I-S) 



2 \2 



(10) 



= Xo + 2 Xp|^<^ cos 2 ">t -f cos 4 <«>t -|- cos 6 <«>t 

+ COS 5 w t H- ^ COS 7 w t + >. 

Hence Pupin's series reduce to Fourier's series, the amplitudes 
of which are proportional to integral powers of ^. This is what 
we should expect from the simple case treated above of a single 
circuit with no resistance and a periodically varied self-induction. 

In fact, if we had chosen in the case first treated, a pair of circuits 
with periodically varied mutual inductance and no resistance. 
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instead of a single circuit with periodically varied self-inductance, 
we should have arrived immediately at equations (10). 

The quantity 4> takes tlie form 00 X 0 when M = 0, and 

80 does the quantity ^ ^1 —-^1 - I* "^ty r«adily be 

shown, however, that 

Li m <A » 0 

M*0 



and that (l - Jl - ^) = 0 

M*oM\ LN/ 



Hence, when M = 0, tiie only current wliich exists is = E/ li, 
which, of course, must be the case. Further, — - is the coupling 

Li iS 

factor of the two circuits, and this must always be less than 
unity, and positive, of course. With these limitations on ^ ^ > 

it is dear that the quantities ^ and ^1 — ^1 — can never 
reach unity. Therefore 

U<<^<land 0<(l-^'l-^)<l. 

Hence the amplitudes of equations (10) are power series whose 
ratio is less than unity in absolute value, therefore the series 
are absolutely convergent. 

PROOF OF CONVERGENCE WITH FINITE RESISTANCES 

This result will now be extended to the practical case where 
the resistances are finite. In order to pass from equations (10) 
back to equations (7) and (6), we go through the foll owing s teps: 

(1), expand each expression 2*^'' and "'v/^ "~ ln) 

into power series in I i ; (2), break up each term h (j^j^l of 

the resulting series into a number of smaller terms 

k 



/M^"^ /M'Y^ /M-\' 



where ai, SLi, as, . . . all have the same sign as the original 
term h ( ) ; (it is important to note that in forming equa- 
tions (8), the terms which were combined into single terms all 
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had the same sign); (3), split up each term a, in<«>t 
into two terms, vis., 

hi (^^^ sin S cos m tot and ^ '^^^ ™ 

eacli of which is smaller than the term from which it is derived. 
In this way €*ach of the series in equations {10) is converted into 
two series, one in sines, the other in cosines, in each of which the 
amplitudes are infinite series. That is, we pass from the con- 
vergent series of (10) to Pupin's series (8) by a number of steps 
which cannot oiler the convergence. Hence it is proved that 
Pupin's series are convergent, and therefore that the Pupin 
theory is entirely rigorous. 

PHYSICAL INTERPRETATION OF THE SOLLTION 

Turning npw to the physical interpretation of equations (6) 
and (7), we see that whenever an asymetrical rotor is revolved 
in the field of a stator on which is impressed a constant e. m. f., 
there are generated an infinite number of harmonics in both 
the stator and the rotor. The harmonics in the rotor are all odd, 
in the stator they are all even. If the resistances are small in 
comparison with the inductances, the amplitudes of the harmon- 
ics decrease iipproximately according to integral powers of a 
quantity </> whose absolute value is less than unity. If the 
resistances are not small, it is obvious that amplitudes must 
decrease more rapidly. The smaller the cou{)ling coelhiient 
the snudler is the (plant ity </>. and hence the more rai)idly do the 
amplitudes decrease. The wave distortion in single phase alter- 

M* 

nators is an example; if the air gap is small, the coupling ' 

will not be very small, and the amplitudes of the odd harmonics 
in the rotor will not fall olT very rapidly. The presence of these 
odd harnioiiic- constitutes at least part of the distortion. If a 
large uncoupled inductance is connected in series with the field 

M- 

of a single phase alternator, the coupling ' ^ will be reduced, 

and the distortion consecjuently diminished. This might be of 
pr.'ictical importance, for example, in enabling single phase 
alternators to be constructed with smaller air gaps and thereby 
reducing the amount of copper required in the field coils. The 
case of polyphase alternators with unbalanced load is precisely 
similar, of course. 
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In ordinary alternating current machinery, the harmonics 
are suppressed as far as posdble; in the'Goldscbmidt alternator, 
on the other hand, the harmonics are encouraged by the use 
of condensers, the object being to get as much energy as possible 
into a single predetermined overtone. In his lectures, Professor 
Pupin indicated how the theory could be extended to include 
condensers in the stator and rotor circuits. This extension will 
now be carried out in detail. 

CIRCUITS HAVINC. RESISTANCE, INDUCTANCE, CAPACITY 
AND VARIABLE MUTUAL INDUCTANCE 

Suppose that the rotor and stator circuits include any arbi- 
trary arrangement of inductances and capacities. At a given 

frequency the stator circuit will liave a definite effective 

resistance, which we may denote by R^q, and a definite effective 
inductance, which we may denote by Lsn. Similarly, at a given 

frequency ^^i^t^ljl^, ^otor circuit will have an effective 

rosistanco ^21. + i ^"^^ indiK'tance N2n + i- That is, the 
quantities R, S. L, N are no longer constants, but are functions 
of the frequency. R2,, and S2„ + i must always he positive, l)ut 
and N^n + iiiiay be positive, negative or zero. If = 0, 

it means that the stator circuit is tuned to the frequency ^^-^ > 

similarly, if Nj„_; , = 0, the rotor circuit is tuned to the fre- 

quency -— 7, - - • 

It is clear, therefon\ that the fundamental dilV* i cntial equa- 
tions (I) hold for the present case as well as for the pr{n-ious case, 
provided that we consider steady states only, the only difference 
being that R, S, L and N are now functions of c. liearing this 
in mind we may proceed exactly in the same manner as before, 
arriving at equations (4), The solutions of these equations are 
of the same form as in the previous ease, i. e., of the same form 
as equations (5); but now, Zi, Zs, Zs, Z4 . • . . and 

6tt if it . . . . are given by: 

Zx2 = Oe^XO^ + Si* ^i = tau-*^^^' 

Za* = (3 wN,)2 + S»« = tan-* ^ 
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It 18 dear, therefore, that the flolutions as given by equations 
(6) and (7) hold for all cases, provided that the proper meanings 
be attached to the Z's and the ^s. 

We proceed now to investigate what Iiappcns to Pupin's 
series when the rotor circuit is tuned to a definite number of 

frequencies ~. . . . , and the stator circuit to the fre- 

quencies ~ > ^ > . . . . To fix the ideas, let the rotor be 

2;r 2,T 

tuned to the single frequency r— , and the stator to the single 

2 3r 

2 io 

frequency — . Then Zi becomes simply Si, and Zs becomes R«. 

We assume, furthermore, that the effective resistances for these 
frequencies, i. e., Si and Rt, are small. Then the quantities 

and » which now become and - 1 are very large. 

It will be observed that the current Jji contains the amplitudes: 

-zT ' i j {2z,h' \^) [22,) i zrj iaz.; 

Likewise, the current St contains the amplitudes: 

*-mm)- *-{mW' '^aw- 



and T/t contains the amplitudes: 

3 w M Xo / M \ I (o M \ 3 o) M x„ / (o M 



Z« 



/ (oM \ i <o M \ 3 f > M x„ / oj M \ - / to My 

\ Zi / \2'Lif Z3 V Zi / \2Zt/ 
3 w M X, /o> M y A'^M y 

Z. ' V Zt / \2Z,/** 



and fi contains the amplitudes: 

6(«> M)2 Xo /w M\ /wM\ 6 M)*Xo A^My (ot My 
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We 8661 therefore, that every mrrent contains amplitudes 
which are power series in ^"'^^^j (2Z^)' if the circuits are 

tuned so as to reduce Zi to Si and Z2 to R«, and if these resistances 
are small, it follows that all the scries of equations (6) diverge, 
and therefore that all the ampUtudes tend towards infinity. A 
complete discussion of the convergence or divergence of these 
series is not very simple, but in the given case it is clear that if 
the resistances Rs and are small, the higher powers of 

(^Y^^ (^'^^) ^^^^^ occur in all the amplitudes soon become so 

large as to make all the other terms in the amplitudes negligibly 
small, and the divergence of all the amplitudes is therefore 
assured. 



EXPLANATION OV LIMITATION OF ROTOR AND STATOR 

CUIUIKNTS IN PRACTICE 

The question now arises, does the Pupin theory break down 
when tuned condenser circuits of low resistance are employed, 
or is the theory still justified by the physical phenomena? And 
if the theory is justified how can the operation of the Goldschmidt 
alternator be accounted for? 

The answer to both of these questions is, I think, not far to 
seek. It does not require an elaborate theory to show that if the 
stator and rotor circuits are tuned, let us say to the frequencies 

^ and ~~ respectively, the currents all tend toward infinity 

in an ideal machine of low resistance. For, suppose a current x,, 

is flowing in the stator ; this will give rise to a current ^^^^ sin wt 

in the tuned rolur circuit; this in turn will give rise to a current 
(to mYx 

— ^j^ f^ — - COB 2 to i in the tuned stator circuit (leaving out of 

account the otiier currents generated) : this stator current in turn 
will give rise to a current — ' „ - sin t in the tuned rotor cir- 

cuit, which is opposite in phase to the first current ^-^^sinM but 

is very much larger than the same if the resistances are small. 
In this way, each new current of frequency ^ in the rotor will 
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give rise to a much larger current of frequency ^ in the stator, 

and this in turn to a still larger current of frequency ^ in 

the rotor, aiul so forth. Physical reasoning shows, tliorefore, 
that the currents to which the circuits are tuned tend toward 
infinity in ideal machines of low resistance. But obviously, if 
one of the currents becomes infinite, they all must become in- 
finite, hence the Pupin theory a.s applied to the case of tuned 
condenser circuits is entirely in accord with the phenomena 
which would exist in an ideal machine. The correctness of the 
Pupin theory in all cases is therefore established. 

As regards the practical operation of the Goldschmidt 
alternator, this is readily accounted for by the variable perme- 
ability of the iron. As the rotor and stator currents become 
larger and larger, the permeability of the iron becomes smaller 
and smaller, hence the circuits automaticaUy detune themselves 
and thereby keep down the currents. At the same time, the 
losses in the iron increase rapidly as the currents become larger, 
hence the effective resistances idso become larger, and this also 
tends to limit the values of the current. It is a physical impos- 
sibility, therefore, to keep the circuits in tune or to keep the re- 
sistances very low; the practical operation of the Goldschmidt 
alternator is thus accounted for. 

The Pupin theory shows that by suital)ly controlling the 
impedances Zi, Z2, Z3, .... it should be possible to make any 
given amplitude larmier than the others, but it also shows that to 
make the given amplitude large, the neighboring amj^litudes 
must also be large. Professor Pupin long ago pointed out the 
possil)ilities in this method of generating radio fre(iuency cur- 
rents, but in his opinion the difficulties and disadvantages 
outweighed the advantages to such an extent that he did not 
attempt to develop the method for practical purposes. 

Thruout this paper, attention has been confined to the case 
of a constant e. m. f. impressed on the stator. It should be 
mentioned, however, that the Pupin theory includes the case 
where the impressed e. m. f. is any function of the time. In 
conclusion it should also be mentioned that Professor Pupin 
showed his solution of the fundamental differential equations 
to Professor Moulton of Chicago University, and that the lat- 
ter has since applied the method to the general theory of Imear 
differential equations with harmonic coefficients. 
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SUMMARY: The case of a simple circuit having periodically varying In* 
ductancc is first examined. The solution shows that the current has a con- 
stant component and an infinite series oi convergently diminishing b^her 
harmonica. Circuits having inductance, resistance, and variable mutual 
inductance are next considered. To solve the equations obtained, an in- 
finite transformation is carried out, each variable being replaced by the sum 
of an infinite series of new variables, thus enabling an infinite number of ar- 
bitrary conditions to be imposed. As a result, an infinite series of equa- 
tions is obtained, each of which can be solved if those preceding it have 
been solved. The solutions are worked out to the fourth harmonic in one 
circuit and the third in the other. In one circuit, only odd frequencies ap- 
pear; in the other, only even. The general solutions are in the form of a 
Fourier's series, each amplitude of which is an infinite series. The con- 
vergence of the solutions is completely established. The solutions are then 
extended to the case where rotor and stator circuits contain capacities. 

It is shown that according to Pupin's theory, all currents in low resist- 
ance rotors and stators tend toward infinity if these circuits are appropriately 
tuned. This apparent discrepancy from practice is explained on the ground 
that the variable permeability ot the iron in the Goldschmidt alternators 
automatically detunes the circuits and that the increasing losses of the iron 
tend further to limit all currents. 
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DISCUSSION 

Ixmis Cohen (by letter) : Aside from the Interesting solu- 
tion of the problem that the i)ai>er deals with relating to radio 
frequency alternators, the great importance of the paper con- 
sists in the general method that Professor Pupin has given us for 
solving difTerential equations having variable coefficients. I 
believe the method will prove of great value in the solution of 
many other problems in electrotechnics. 

I recall that I have diseussed this problem with Professor 
Pupin about six years ap^o, and he told me then that he had 
marked out the general solution of the problem, but reserv< (l 
its publication for some future time. We ought to be grateful 
to Mr. Liebowitz for liaving put it in shape for publication and 
presenting it before the Institute. 

As an illustration of the apphcability of tlie method developed 
in the paper to the solution of other j)rob!ems, it may be of 
interest to mark out the prol)Ieni of the microphone circuit. 
► » We liave in this case an inductance, a varial)le resistance 
and a continuous e. m. f. in the circuit, and the circuit equation is, 

+ Rl+rlcoswt = E, (1) 

d t 

where R+r b the total resistance of the circuit in stationary 
condition.* 

As far as I know the complcfte solution of this problem has 
never been given. Following, however, the method developed 
by Professor Pupin, we can readily obtain the solution of the 
problem. 

Put I«IoH-It+It+I»4- +In, (2) 

and make the substitution in equation (1), we get 

dt 



L^ + RIo + rloCoswt 



+ L^^-|-RIiH-rIiCOS«t 

d t 



+ L'l^' + RI, + rIicoswt 

d t 



+ L*JT +RI» + rInCoswt- E 
d t 



(3) 



• (H i.s the C()ii-(;iiit r('si>>t:uir(' of tlic rxtcrual circuit : tbr rosistnnco of the 
microphone, which varies jR'rifxhcally under the intlnem t- i»f a souiui of fre- 
quency is T cos tot. The term I (rcasrut) in equation (I) is therefore 
the drop of potential at time t across the microphone. — EonoB.) 
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In accordance with the method given in the paper, we can 
break up equation (3) into a number of independent equations, 
as follows: 

(a) l'Ij^^' + RIo^E 

(b) L^jI' + RIi + rIoC08«»t = 0 

(c) ' + RIt + rlicos^t « 0 

fit 

(d) L'^- +RI, + rI,co8ci»t -0 

at 



Disregarding the transients, we have for the solution'of (4a), 

I. - 1- (6) 

Substituting the value of lo from (5) into (4b), we get 

L'^^' + RIi- -^^'eoso^t (6) 



and 

Ii * - COS {<o t - til) (7) 

Z = yju io^ + R^ - tan-* 

Substitutinj; the vahie of li into (4c}, we have 
L^^- + RIt « ^'L cos ( (ot — tf])cos(vt 

= 2 R Z, '^^ * " 

and 

Repeating the operation, we find in a aimilar manner, 

K 

- 2 R2 ("^ ^ ~ 
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^* " SRzfzizjZ*^^^ (4 <o t - - - - ^4) 



and similarly for the other components. 

If we collect separately'' the terms of the same frequency, 
and denote the results by 3ji, iji, etc., respectively, we get 

»^ w + COS (2 Vt + ft) 

, Er*cos*^i 



(10) 



r^cos'^^i 1 . . 

+ 4R«Z7"^ / ^^^^ 

+ >. J\ co8(2«»t-2^i-2^,) 

"^2RZ, ] ^^^^ 

The total current in the circuit is « 

I = '?o4-'5.+9t+ (H) 

It is seen therefore that the current is of a complex character, 

having a continuous current component, and currents of fre- 

to 2(0 T • 1 1 11 1 11 

quencies r— » >etc. It is also to be notcii that tlie iimpiitudes 
2;: 23r 

of the different components decrease as the frequencies increase. 

As a partial proof we may consider the case, when there b 
no inductance in the circuit, L«0, we have then 

= »0 

Zi — Zt — Zs = " R» 
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Equations (11), (12), and (13) reduce to 
If we put L = 0 in equation (1) we get 

I — ? - |(l + ^C08.0tj"'. (16) 

Expanding the above by the binomial theorem, we have 
I=||l-|co8«t+^coe««»t-^,co8»«»t+ . ■ . .|(17) 

cos'wt - ^ H-ico8 2«t 
2 2 

eOfi^ait ■■|c08«t + 7C0S«»t + 7C083«»t 

2 4 4 

cos* wt = ^ + ^co8 2wt + ^ + |co84«»t 



Making these substitutions, we get 

--cos«t}l + -- + ^j^,+ I (18) 

+ 

The results by the two methods are in exact agreement. 

Benjamin Liebowits (by letter): Owing to the fact that 
Pupin's series diverge when tuned condenser circuits of low 
resistance are employed, great care must be exercised in inter- 
preting the theory as applied to the Goldschmidt alternator. 
The theory shows that if a current of a given frequency is largei 
the currents of neighboring frequencies must also be large; 
but it abo shows that by properly controlling the impedances 
(detuning some of the circuits, if necessary) the series far a given 
frequency can be made to diverge more rupully than any other. 
There is nothing in the theory, therefore, which says that a high 
efficiency is impossible. On the other hand, a high efficiency 
would hardly be expected, owing to the inevitable large losses 
in the iron, and in practice the efficiency is not more than fifty- 
four per cent., according to Mr. Mayer, 

409 



Digitized by Google 



2 to 

It has been remarked that the currents of frequency ^* for 

example, generated in the stator by successive "reflection" from 
the rotor, being of opposite signs, tend to neutralize each other. 
It must be borne in mind, however, that any power series whose 
ratio is greater than unity is divergent, even if the signs alternate. 
Therefore, all the currents tend toward infinity in an ideal 
machine, in spite of the differences in sign of successive am- 
plitudes. The series will begin to converge only when the ratios 

_ become sufficiently small, and in tuned condenser circuits 
Z 

this cannot happen until the currents attain sufficiently large 
values to produce detuning, a decrease in M, and increases in the 
effective reastances, by the approach of saturation. 

Lester L. Israel (by letter): From the theory developed 
in this paper it appears that currents of lower frc(iueney due to 
reactions of the higher harmonics Ixcome increasingly large. 

Since in practice tlie (loldschmidt alternator is fpiite efficient, 
this can hardly be so. Perhaps the api)arent discrepancy may 
be accounted for by the fact that these induced lower harmonics 
are opjiosed in pliase, together with a limitation or modification 
of the series rej)resenting them arising from the high energy 
absorption at one of the higher harmonics. 
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Temperature, effect on guys, 143, 150, 
151 



, portable, 324i 331^ 332 

, Wheatstone, 33() 

Triplers, frequency, 5(>-70 

Tropical Radio Telegraph Co., 158^ 311 

Tube, Braun, 264, 220 

Tuckerton, N. J. (station), 91^ 15Q 

Tuning, a. f., 22S=23Q 

Turner, L. B., 382 

TutuUa, Samoa (station), 8, 9, 19, 21, 
22 



ULTRAUDION, SEE AUDION, 
OSCILLATOR 
I nited Fruit Co., 15H, 111 
United Wireless T^graph Co., 328, 

I'niversity of California, 123 



VACUA IN VALVES, 227. 228, 235. 
239. 241-242. 244, 216, 265, 260, 
270, 2112 
Vallaun, G., 74-76 

Valve receivers, 181, 215-247. 2fil and 
following (sec also Audion, Pliotron) 
XmpoT, mercury in tulx's, 269, 281, 2112 
Variation, in signal strength, 103-105. 

Voltmeters, electrostatic, 1 in 
Von Licl>en, 182, 22a 



WASHINGTON SECTION OF 
INSTITUTE, 29, 152 
Washington, D. C. (station), 8 
Wattmeter, hot wire, 30. 31, 48 
Wave length, nieter (Kolster), 29-53 

, most efficient, 81, h2 

-, of Naucn. 2i 



— — , of naval stations, 11, 12, 

, rapid change of, SI 

Weagant. Roy A., 135-153. 157. 171. 

181. 182. 374. 325 
Weather rejKjrts, see Reports 
Wchnelt, 262, 264, 265, 292 
Weinlxirgcr, Julius, 377-J^hhi 



415 



White, WUUam C, 2&1 V-RAYS, 271, 2Z2 
Wiedemann, 21i5 
Wilson, H. A., 2M 

Wind pressure, on masts, 135 and wT-iD/* »• \ 01 

following, i6i ma Y^^^.('l?*'2"^' ^v,¥, , , o„ 

Wing C B 1M ^ Buena, Cal. (station), 8, U 
Wireless Specialty Apparatus Co., 311 

Woolverton, Robert B., 366, 371-373. VKNNECK, J., 49, 69. 70, 221 

374. 375 Zj . » — t _i 
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D I O K N G T N F F P 
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Typical Wireless Installation ami liijison "Wireless SptnTinl" H:ittori« •< on Shipboard. 



The I'niled Friiil Co.. The MtTcliaius dinl Miiurs Trans- 
portation Co., The Norihcrn l^acihr Co., Tlie I nion 
Petroleum Co. are anionir those who use 

EDISON ALKALINE 
Wireless Special Batteries 

Some buv it exriiisix elv. 

lis non-acid electrolyte without corrosive fumes and its 
rugged steel construction steel plates, steel jar: its record 
for dependal)ilit\ , lon^ life. low maintenance cost : its rai)id 
adoption by those wlio ha\e trieti it these are all points 
worthy of your careful consideration. 

Sefid tor Bulh'thi MV). 

EDISON STORAGE BATTERY COMPANY 
213 Lakeside Avenue Orange, N. J. 




Edison Batteries <iiMr.itM>u .\ii\ili.ir\ .ipi>.ir.>t iis in (In- itopirs i)f tin- Tnilcd Frusl 

Company * Wirdci^s St.itn'ii on Svsan l-!aiii| iii tin- ( .it ilil>i-.iii S«m. 
Note the nearneM of the butterieit lo machinery and hijih tennlon wirelcst 



upparatuH. 
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Important Announcement 



of a New Group of 





Portable Electrodynamometer 
Instruments of Precision 

For Uae on A. C. or D. C. Circuitt 

Compriaing: 

Modfl SIO. HlnBl»-I'haii« and DireH Carrrat 

W«U»»lrr. I Illu.trnl. <1 I I>f»trib».i !■ Bulletin 
Model 3119. Polyphase- Wattmetrr. Dracrlbrd in 
Bulldtln 'JII02. 

Model 370. A. C. aad D. C. Aaiaiator. Deacril>«<1 la 

Bullrtin lNio;i, 

Modrl»4l. A. C. aad D. C. Voltmeter. Datrribed 

In Kullrlin '.nXH. 
Thrie Inalninirnti Pinbodjr reHiifnirnU ol dealKii mod 
workmanship that render them uraally •upeiior to any. 
iottruinruti that harr pravioutly been avallaklr lor the 
• aiiie purpoiPi. 

Wtatoii Iiidlcalliig Iiiitnimeiiti ara nnlrrraally ar- 
cpptrd by all expfrt* aa lha ttandard equipment of 
Wir.-I»«» Stationa. Write dny for Bullrlina. 



\ 



Weston Electricil Instrument Co. 
73 Weston Ave.. Newark, N. J. 

Branch— Ut* Larw* Cifuw 



Concentration t"^ thousand, of 

1 trie equipment ro 

15 the 
Keynote 
of Success 



users of elec- 
equipment for radio work 
read many periodicals: but more of them 
read THE PROCREDINGS OF THE IN- 
STITUTE OF RADIO ENGINEERS than 
any other scientific publication. 

The Advertising Manager of the Institute 
(III Broadway. New York City) will be 
pleased to give you information concerning 

Advertisements That Hit the Bull's Eye 



Learn Wireless at Home 

in shortest possible time with the Omnigraph 
Automatic Transmitter. Connected with Buzzer 

will send messages, at any 
speed, just as an expert oper- 
ator would. Used by U. S. 
Bureau of Navigation to test 
all applicants applying for 
Radio licenses. 2 models. 
Prices $1 I and $16. 

OMNIGRAPH MFG. CO., 39 B Cortlandt St., New York 
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The "lexlbe" BATTERY 

has been adopted for 

Wireless and Ejnergency 
Lighting Service 

by the following steamship companies 

Atlantic Fruit Co. 
American Hawaiian S. S. Co. 
Border Line Transportation Co. 
Barber & Co. 

Eastern Steamship Corporation 
Goodrich Transit Co. 
Great Northern Pacific S. S. Co. 
Great Northern S. S. Co. 
Gulf & Southern S. S. Co. 
W. R. Grace & Co. 
Lampoit & Holt Line 
Naw England Steamship Co. 
Naw York Trans-Atlantic S. S. Co. 
New York & Cuba Mail S. S. Co. 
New York & Porto Rico S. S. Co. 
.Old Dominion S. S. Co. 
Ocean Steamahip Co. of Savannah 
Panama R. R. Co. 
Peninaula ft Occidental S. S. Co. 
I Quebec Steamahip Co. 

Red *'D** Une 
Southern PaciSc Co. 
WoMn Line 
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I THEELECTRICSlORAGEBAnERYCa 

I New York Boston PHILADELPHIA, PA. Chlcaco Denver 

} St. Louis Cleveland Atlanta ISM-ISIS Rochaater Datreit Toronto 



Waahincton PIttsburf San Pransissa Los AngoUs Seattle 
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"Imperial" Type Instruments 

for Storage Battery Auxiliary Equipments 




These inatrumcnlB are 
widely lued. and their ability 
to stand up and live good 
•ervice >• just as «^dely recog- 
nized. All ranges up to and 
including 250 volta and 200 
ampere*. Mechanism, per- 
manent magnet type; scale { 
divisions uniform: indica- 
tions dead beat. TTiey arc 
hand calibrated and give ac- 
curate readings. Two sizes, 
3' and 4" in diameter. Bul- 
letin No. 91 gives the details . 
Vl'e shall be pleased to send it 



WE SPECIALIZE IN INSTRUMENTS OF ALL TYPES FOR 
RADIO-TELECRAPHIC FREQUENCIES 



! Chicago S°"«'-S™>t>» C°™Pe"?: Cleveland I 

= 203 Broadway, New York = 

I "Instruments, circuit breakers and meters of all types for all purposes" = 

nniitniiiiiiiiiiMiiiiiiiiiiiiiiiiiiiiiiiMiiintiiiiniiiiiiiiMiMiiiiiiiMiiiiiiiiiiiiuiiMiiiiniiiiiiiiiniiiiiiinintii^ 



INTENSIFYING TRANSFORMER 

Constructed especially for 
intensifying in-coming signals. 

It can be used for intensify- 
ing signals received from any 
crystal detector by employing 
it between two audion detec- 
tors. The signals will then be 
intensified from 10 to 25 times. 

As many as three of these 
transformers can be connected 
between audion detectors in 
cascade, forming an intensifier, 
making it possible to read sig- 
nals at present not heard with any single known detector. 

No modern wireless station is complete without an intensiBer, as when it is needed 
it is wanted very, very much, so why not provide be(orehand> 

An intensifier makes possible the use of loose coupling, thus eliminating part of static 
and other atmospherics. The wireless engineer or operator alone knows the vast inter- 
ference caused by these unknown phenomena. 

Diagram of connections complete with full directions accompanying each instrument. 

List No. 224 Intensifyinff Transformer. Prica $12.00 

NEW MANUAL OF WIRRLESS TELEGRAPHY. No. 12. 120 Pages, will be sent 
on receipt of ID cents, which amount will be credited on a purchase of $1.00 or more. 

MANHATTAN ELECTRICAL SUPPLY CO. 




NEW YORK 17 Park Place 110 W. 42d St. 

CHICAGO ST. LOUIS 

114 So. 5th Av. 1106 Pine St. 

W*rrlrm tx%»trt at nil omr »U*r0a 



127 W. 125th St. 
SAN FRANCISCO 
£04 Miaaion St. 
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AUDION RECEIVING CABINET, TYPE R J 6 

Incorporating the famous De Forest Audton Detector 

The Most Efficient Receiving Set for Elxperimental and 
General Purpjoscs Ever Offered for Less than $300. 

!ButieUn *enl on reqttetl 

DE FOREST RADIO TELEPHONE AND TELEGRAPH CO. 

Owners of the baaic Audion patenU, and Manufacturen of Hish Grade Radio Equipment, 

101 Park Avenue New York, N. Y. 




Thto book will br tent to any mrmber of th« 
Inadtnte of KaiIIo Enc^m-rra for 10 d&ya' 
fr«^ examlnikUan. Write your namr and 
addraaa In the manrin and ix-torn thin ad tu 
ua today. 



^ Just Off the Prets 

W I R E L ESS 
TELEGRAPHY 

By J. 2^nneck. Professor of Elxperimental 
Physics at the "Technische Hochschule," 
Munich. Translated by A. E. Seelig, 
formerly general manager. Atlantic Com- 
munication Co. 428 F>ages. 6x9; 461 il- 
lustrations; 13 tables; $4.00 (I7j) net. 
pKwtpaid. 

Dr. Zcnncck's "Lehrbruch der drahtlooen 
Telegraphie" has been widely known to 
students of the subject for many years. It 
has been the standard of the military and 
naval service, as well as the technical 
schools, of Germany since first publication. 
In the present authorized translation, the 
latest German edition has been used, and 
the translator has adhered closely to the 
original. 

The work is the most tcicntific and thorough that 
has appeared on this subject. It covers all phaaea 
from physical principles to finished commercial 
apparatus. 

McGraw-Hill Book Company 

Inc. 

239 W. 39th Street NEW YORK 
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Our New Big 216 pp. electrical and wireless CATALOG 

IS THE EXPERIMENTER'S REFERENCE BOOK 

Send b cents in stamps for a copy of 6)ur in- 
rercstioR catalog. W i- stock materials for 
those who wish to build 
their own apparatus: 
CARitnoARU Tubes. \'Aiiio- 

MRTLR, IxtObt CoiPLm PARTa, 

Switches, Binding 
Posts, Contacts, Etc. 

We mak* all Sort* 
of Special Appara- 
tus to Specification 

aiiJ would b« pleated 
to (juote upon your 
rcNjuiremcnt*. 

Upper Montclair, N. J. 




ADAMS-MORCAN CO. 



11 Alvin Place 



CLYDE C. BALSTON 

Registered Patent Attorney Expert Mechanician 

SO CHURCH STREET Telephonei Cortlandt 6341 NEW YORK CITY 
A patent can be obtained on almoat anything 

BUT 

the value of a patent ia the value of a foundation of your contemplated fortune and 
enterpriae. If it ia wreak, all that ia built on it is weak. 

It your patent claima are not strongly and properlv drawn, the FOUNDATION of 
your enterpriBc ia weak: and therefore the whole ENiTtlRPRISE ia weak. 

We have had apecial experience in drawing STRONG BASIC PATENT CLAIMS 
for over TWENTY YEARS. Contultationa on the practicability of mechanical and 
electro-mechanical devices are givrn free of charge. 



Murdock 
Moulded 
Condensers 

Compact, strong and effi- 
cient transmitting units 
worth a trial by every radio 
engineer. Now in success- 
ful operation in many gov- 
ernment and commercial 
stations. Made for com- 
mercial use in sections of .002 mfd. 

Wm. J. Murdock Company 

70 Carter Street Chelsea, Mass. 
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The B B 
CRYSTALOl 



MICROMETRIC ADJUSTMENT 




TWELVE DOLLARS 



This excellent DETEC- 
TOR comprises every ele- 
ment necessary for the 
reception of wireless sig- 
nals. It will do for you 
that which you most 
desire. It is a PERMANENT DETECTOR of real 
merit, and its handsome appearance and workmanship can- 
not fail to appeal to those most skilled in the art. It is 
ever ready to serve and is aljoays there when \fou press the 
button. The top panel is of BAK ELITE. 

More information on request 

EUGENE T. TURNEY CO., Inc. 

THE MAKERS 

2595 Third Ave., New York City 



In an age of progress 
Standing Still Is Drifting Backward 

The most recent inventions in radio telegraphy and telephony are 
accurately and fully described in the 

Proceedings of the Institute of Radio Engineers 

by the engineers who discovered them. 

There is no better way of following the trend of radio work than 
thru its pages. Full information as to membership, and subscrip- 
tion to the Proceedings will be furnished on request by the Secre- 
tary, Institute of Radio Engineers, 111 Broadway, New York City. 



BAKELITE- DILECTO 

The Standard Insulating Material for all 



RADIO WORK 



Waterproof — StronR — High Electrically — Furnished in Sheets, Rods, 
Tubes, and Special Shapes. Samples on request. 

Also makers of High-Gnidc Vulcanized Fibre. 

THE CONTINENTAL FIBRE CO. - 

Woolworth Bldv. 
N«w York, N. Y. 



NEWARK, DEL. 



McCormick BIdg. 
Chicago, 111. 



VIE 



d by C^Ogle 



1 



THC 



£;<P£fiJi'J£iJT£ii 




"THE rOPUUR MAGAZINE OF WIRELESS " 



Kvrr) t«»u«' <•( "IfM- Klrrlrlml K;(p<-rini<-ii(fr 
Mkxartiii'" lin* Wt iniKr* of liili'mliiiit, liKtrur 
tlvr bikI up |i> ilsir iiiroriiiBlioii >>ii Wiri-lcai siiii 
KN'rtrirU^ Wrilli-ti plnin ■ iiiuiiili for tli<- lav 
niaii to uiiilrrftaiiit >■ i nut Imi iini ivr- fnuiicti f<ir 
thr aOvaiii't-il m ii niiit 

SEND FOR SAMPLE COPY 



Fur mIp ■»ri nit vtxMj nrwm mtMiMlm. 



THE CXPlRHtENTER PUS. CO Inc . 7J2 Fulton Sirfft N Y. 



VARIABLE AIR CONDENSERS 

i>f tvirtvrt ilpMnn titiil careful nn<i 
aubititint iul foiiNt ruct utii. 



CAPACITY .006 MFDS. 

Krror <l»ii- to iniirruracy ul retwniiiK 
jibout 2%, 

PRICE sns.oo 

I'riiM's fur oilier ^iz(■^' on iipplicntion. 

NATIONAL ELECTRICAL SUPPLY CO. 
1330 N. Y. Ave., WMhington, D. C. 



The High Power Wireless Stations 

of the Marconi Company in America, Canada, Ireland, 
England and Italy, as well as the new Trans-Pacific 
Stations, are equipped with AMERICAN TRANS- 
FORMERS. 

Let U6 handle your transformer problems. 

American Transformer Company 

145 Miller Street, Newark, N. J. 



Kilbourne & Clark Manufacturing Company 

Seattle, Washington, U. S. A. 

MANUFACTURERS OF 

RADIO TELEGRAPH APPARATUS 

For Commercial, Ship and Shore Stations. 
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